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Can you think of 7 better reasons for 


installing MILLER Fluorescent 


Here are provable facts—facts that have J 
° il LAMPHOLDERS rigidly mounted back- 
caused war industry to insist upon MILLER to-back for mutual stiffening and maintenance of 


50 & 100 FOOT CANDLER Continuous Fluor- ‘pacing. Miller patented lamp lock also avail- 
. : able. minimizine danger of falling lamps. 
escent Lighting Systems... 
TEP von INSTALLATION COST — savings 
Wig of 30-50. again possible by use of 8 foot and 
NEW, IMPROVED DESIGN of the 10 foot rugged double length channels—one sus- 
Miller Continuous Wireway Flourescent Light- pension per channel section— simplified wiring 
ing System, constructed to comply with wartime +1 continuous rows, 


regulations for conservation of critical materials 


—the same as introduced in 1939, JB? 
E SIMPLIFIED MAINTENANCE —hallasts, 
RUGGED LIGHTWEIGHT EQUIPMENT lampholders and starters readily accessible — 


me . starters located between lamps. 
—rigid compact channels and Masonite reflec- ” I 


tors—no reduction in lighting efficiency. ; 
JD UNIFORM ILLUMINATION—the 30 to 
EXPOSED BALLAST for coolest possible 


50 or more foot andles required for war pro- 





operation—all wiring concealed but accessible duction easily obtainable from practical row 
upon removal of lightweight reflector. © pacings. 
. : : . UD 
We suggest you write or wire today for complete information. ’ 
UR 
THE MILLER COMPANY ec MERIDEN, CONNECTICUT . 
ILLUMINATING DIVISION OIL GOODS DIVISION ROLLING MILL DIVISION 
Fluorescent, Incandescent Domestic Oil Burners Phosphor Bronze and Brass me 
Mercury Lighting Equipment ond Liquid Fuel Devices in Sheets, Strips and Rolls ba 
u 
WAR CONTRACTS DIVISION avn 
War Materiel pres 
rd | 
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SIGNAL CORPS PHOTOGRAPH 


LONG the 1680 miles of the Alaska Highway in the various types 

of buildings to be found on a project of this kind, several hundred 

“V” model Watrous Flush Valves are operating under severe service 
conditions. 

In buildings along a transport highway of this type where inside 
temperatures may range from near freezing up to 100 degrees in the 
summer sun, plumbing equipment must be able to take it. It is on a 
job like this that flush valves have a full opportunity to prove their 
ability. 

The “V” model Watrous Flush Valve is not a wartime makeshift, 
but a substantial valve that you can use with the assurance that it will 
not let you down. Important parts of the vital piston operating unit 
are of brass construction. And this model, like all Watrous Flush 
Valves, has a water saver adjustment which enables the valve to be 
regulated to the minimum water requirements of the fixture. 


The Watrous “V” model is built in a wide range of combinations 


to meet every type of wartime application. 





WATROUS “V” FLUSH VALVES 
SERVE ON THE ALASKA HIGHWAY 


@ The Alcan Highway, now off 
cially known as the Alaska High 
way, extends from Dawson Creek, 
British Columbia, to Fairbanks, 
Alaska. It was pushed through 1680 
miles of forest and mountain terrain 
by the U. S. Army Engineer Corps 
and American and Canadian con 
tracters in one short Arctic season. 


Work was started in March, 1942, 
and got into full swing in June, 
and by late November, 1942, a pio- 
neer road with temporary bridges 
was ready for winter transport of 
army supplies to the Alaskan front. 
The view above shows a section of 
the first road. 

Then in 1943 the road was en- 
tirely rebuilt, partly on new loca- 
tion, and was surfaced with gravel. 


The road is now a minimum width 
of 24 ft. 


BULLETIN NO. 858-W 
gives simplified specifi- 
cation data on *‘V”™ 
model Watrous Flush 
Valves. The 1943 Sweet's 
Catalog File Sec. 27, 
Catalog No. 39, also covers this valve as 
well as the regular line of Watrous Flush 


Valves for postwar projects. 


IMPERIAL BRASS MFG. CO., 1240 W. Harrison Street, Chicago 7, Illinois 
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THE RECORD REPORTS 


Postwar Planning * Trend to Local Control ¢ Airport 


Developments Important * Materials Outlook * Who 


Gets What is 


THE CONVERSATION and government 
literature known in Washington as 
“postwar planning” for the most part 
fall into those well-known types, the 
real and the ideal. The former is con- 
cerned with money and who will have 
it on V-Day. It involves liquidation of 
the war in the literal sense of con- 
verting wartime assets into cash. The 
latter is a kind of verbal mosaic of 
such terms as “full employment,” “to 
ial national product,” and “living 
standards.” Agencies without impor- 
tant war jobs go in for it a great deal. 
Thus far housing and, indeed, the 
whole construction industry have been 
dealt with in the more dreamy man 
ner. 

There is, of course, a vast liquida 
tion job to be done. Repeatedly, the 
armed services and the RFC let it be 
reported or announced that they have 
decided upon, started or completed in 
ventories of real property holdings. 
They argue about whether each shall 
sell its own, or whether there shall be 
an over-all sales agency and worry 
about how to avoid inevitable charges 
of favoritism when the actual selling 
begins. Congressional committees are 
going over the same act, listening one 
after the other to the same lobbyists 
who tell them that the properties must 
be sold at fair prices, that present 
operators should be given special con- 
sideration, that all potential bidders 
should be given equal treatment, and 
that sales should not be allowed to de- 
press the real estate market. Many, if 
not most, of the structures disposed of 
vill require redesigning and remodel 
ing. From all this verbiage there does 
emerge these few fairly clear facts: 

The Army wants to liquidate as 
soon as it can, using the quickest pos 

le means. 

Anticipating a permanent world 
clicing job, the Navy wants to retain 
nuch of its plant. It knows pretty 
well what it will retain, but is not yet 
saying anything. 

3. The RFC is playing with an as 
sortment of ideas for financing trans- 
fers. They boil down, pretty much, t 
taking long-term mortgages. 


NHIA Surveys 


As to postwar housing, there is the 
feeling that it is a vastly important 
matter and that something should be 


Real Issue * Effects of Reconversion 


done, documented by statistics. Care- 
ful surveys are being made by the Na- 
tional Housing Agency, for example, 
to determine how many dwelling units 
will be built in the first postwar year. 
As they are intended to be, the figures 
have been impressive—up to 400,000 
single family structures at an average 
value of $5,000, with figures sub- 
sequently rising to 1,000,000 units an- 
nually. 

Beyond statistical guessing—based, 
of course, on projected population and 
marriage trends, also on estimates of 
accumulated disrepair —there is not 
much that planners can say. Like 
much postwar business, the housing 
picture has definite outlines, expres- 
sible in large totals, but lacks detail. 
There is not as yet much technical cer- 
tainty in trying to anticipate the per- 
manent effects of the vast wartime 
migrations upon America’s population 
map. Yet the question of whether war 
plant workers will stay where they are, 
go home, or migrate anew is funda- 
mental. 


Boom Like the Twenties 


In the pictures by government econo- 
mists of a happy and prosperous post- 
war decade, housing is generally placed 


in the foreground. Memories of the 
demobilization 25 years ago and the 
housing dearth at the start, with $125 
single-rroom apartments and the 10- 
year building boom which followed, 
evoke expectations. With sketchy fig- 
ures on how many families have 
doubled up and better figures on how 
many soldiers are married, the econo- 
mists forecast the early, urgent neces- 
sity for 1,500,000 homes. Finally, be- 
cause neither materials nor organiza- 
tion nor skill will be at hand promptly 
to create these homes, they foresee a 
long period of large volume construc- 
tion, possibly a boom like that of the 
Twenties. 


Trend to Local Control 


On the political side there is a grow- 
ing temper in Congress to put such 
issues as housing into local hands. The 
point is made that while the federal 
government greatly expanded its debt 
and undertakings, local governments 
have been able to retire their bonds 
and, for lack of materials, have deferred 
construction projects. In this con- 
nection, a bill by Representative Lynch 
of New York City to give moderate 
financial assistance to states which 
want immediately to blueprint their 
postwar jobs, may prove typical. 


Airport Developments Important 


Legislation which, if enacted, will 
affect skylines in most major cities as 
they spread into suburb and country 
is about to come before the House. 
This is the Lea bill to encourage air- 
line development and to provide for 

(Continued on page 10) 


‘“*Hey, Signor, get the ball for us, will you?” 


—Drawn for the recorp by Alan Dunn 
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NESBITT UNIT VENTILATORS 


Sold by 8 offices of John J. 
Nesbitt, Inc. and 33 offices of 
American Blower Corporation 


UNIT HEATERS 


Sold exclusively by 55 offices of 
Warren Webster & Company 


NESBITT SURFACES 
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ing leading manufacturers of fan- 
System opporatus: 


American Blower Corporation 
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To men of perception tomorrow is HERE. They know, with the poet Coleridge, 
that “‘Often do the spirits of great events stride on before the events, and in 
today already walks tomorrow.” 





Men of action are not "waiting for the sunrise.” Their postwar plans are more than 
dreams. If a new schooll.ouse is to be built they have the drafting and engineering 
t under way. If a new industrial building is to be erected—or a present structure 
converted or remodeled—they know their minds and have their roll of blueprints. 


In the important matter of the heating and ventilating or air-conditioning equip- 
ment many of these men have already cast their die—and it reads NESBITT, a 
name for yesterday, today and tomorrow. 


Nesbitt Unit Ventilators, Nesbitt Surfaces, and Webster-Nesbitt Unit Heaters are 
distributed in three distinct ways through a total of 310 offices of distributors in 
; the United States. In each of these offices are technical men who will be glad to 
help you take Time by the forelock. 


JOHN J. NESBITT, INC., HOLMESBURG, PHILADELPHIA 36, PA. 
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airport planning. Subject to court 
review, those running the ports will 
have the power to condemn surround- 
ing properties if, in jutting skyward, 
they endanger the planes slanting into 
or out of port. Sponsored by the 
industry and the Civil Aeronautics 
Board, the bill is powered partly by 
the general enthusiasm for aircraft; be- 
cause it hinders railroad purchase of 
airlines it is fought by the roads. Pos- 
sibly because they know little about it, 
real estate and construction interests 
are not taking sides. 

If even the most laborious postwar 
studies have the transient air of table- 
talk, planning for the next six months 
is genuine and worrisome. Except for 
special cases that may arise, the gov- 
ernment program for housing of war 
workers ends in June or July. Indeed, 
since Congress refused to give NHA 
its full appropriation, it may end i 
March or April. The question “what 
then?” is answered by glib expressions 
of hopes and possibilities that reveal 
deep concern. The hope that the in- 
dustry will carry forward is based on 
the fairly reasonable possibility that 
WPB will release the materials. 


Materials Outlook 


It is evident, although there has been 
no statement thereto, that NHA has 
asked WPB to amend L-41 which now 
inhibits construction. It is probable 
that some of the WPB units have 
joined in that request: the Steel 
Division favors releasing more steel 
for civilian use; the Office of Civilian 
Requirements may have made sug- 
gestions. The fact that spokesmen for 
the Facilities Bureau say that the ques- 
tion has not been discussed should be 
interpreted as meaning that a revised 
regulation has not been drafted and 
circulated—which, of course, is irrele 
vant. 

Loosening of the regulation is likely 
for housing in war plant communities, 
but not so likely for other construction. 
With dozens of limitation orders cov- 
ering all of the odds and ends of life 
being relaxed, it is hard to imagine that 
housing will be overlooked. More ma- 
terials for industrial repair and re- 
placement will create pressure to get 
as much for homes. 

The revision is likely to release min- 
eral products, but there is not the faint- 
est chance that builders will get more 
wood very soon. 

That the program was set to end in 
mid-1944 is itself interesting and may 
throw some light on top planning of 
war output. The estimated date at 
which NHA would have filled in the 


most important points was based upon 
War Manpower Commission figures on 
the recruiting of new war-workers. 
These, in turn, are based upon expect- 
ed progress of the full war program, 
as charted by WPB. 


Who Gets What is Real Issue 


The release of additional materials 
for housing will raise the interesting 
question of who gets them. On this 
score, leaders in private industry are 
being consulted in various fields for 
their ideas. There will be enough 
for some but not for everybody. Be- 
cause, after WPB regulations are re- 
vised, private construction will have 
replaced NHA jobs, it will probably 
be necessary to allow a few builders 
sufficient supplies in preference to dis- 
tributing an inadequate amount 
throughout the industry. There is no 
doubt that junky houses could be sold, 
but the Agencies prefer the headache 
of selecting a small number of con- 
tractors. 


Governmenial Appropriations 


The relationship of NHA to Con- 
gress entails some of the more esoteric 
points about government finance. The 
Agency asked for $200,000,000 in or- 
der, with cash in hand, to make con 
tracts now for projects to be started 
next spring; the House offered $50,- 
000,000 which the Senate raised to 
$100,000,000. In the final action just 
before the Christmas holidays the 
amount was left at $50,000,000. 

The $200,000,000 wanted in appro- 
priations would match that amount 
“authorized” by the Lanham Act. 
Other agencies than NHA are said to 
have assumed that an “authorization” 
without an appropriation permits the 
government unit to contract, if not to 
pay out money, to the full amount 
authorized. NHA is dealing cautious- 
ly with Congressional feelings and as- 
sumes no such thing. Contracts, there- 
fore, are being delayed. 

NHA will probably take its budget 
cut by reducing remodeling jobs—per- 
haps, at the very time WPB releases 
materials for that purpose. 


Effects of Reconversion 


Over the next several months, sud- 
den shifts in the war program, with 
production turning from tanks to 
trucks, skipping lighter ammunition, 
going hard on landing craft and planes, 
will make the building trade more 
spotted. Sudden cut-backs in war jobs 
now are vacating thousands of new 
dwellings or preventing their being 
occupied in the first place. At certain 


may result in their never being built, 
or in contracts not being let. 
Among the economists, there is usual 
discussion of whether the postwar 
home will be a miracle of gadgets, 
whether it will be made of different 
materials and whether designs will 
change. There is this much to be said: 
in the early postwar years, when ma- 
terials still are scarce, government con- 
trol is likely. It is doubtful that much 
will be allowed for experiment. Over 
the longer term it may be found that 
the United States has used up some 
of its low cost metal supply and that 
it will be necessary to draw upon high 
cost mines or imports. This will put 
a premium on new ideas. Whether 
fuel oil will get too expensive, giving 
coal furnaces the smartness of econ- 
omy, is a stormy political issue. 


New War Plants Virtually Out 


Construction of war plants, which 
has been moving downward for a 
year and a half, just isn’t worth talk- 
ing about, and, indeed, Donald M. 
Nelson has stopped talking about it. 
His last monthly report on war pro- 
duction gives no mention whatever to 
the subject. Neither the greater abun 
dance of construction metals nor shifts 
in the war program will bring about 
a revival. On the contrary, there was 
a moment some time this fall, not 
identifiable with precision, when the 
Army and Navy suddenly became cost- 
conscious. Existing plant is being re- 
tooled to take care of shifting pro- 
duction programs. 

Public construction is almost re- 
stricted to working out the remaining 
$150,000,000 of the $500,000,000 au 
thorized in the Lanham act for com 
munity facilities. The Senate Appro 
priations Committee recently approved 
the request of the Federal Works 
Agency for a $50,000,000 appropriation 
against the $150,000,000, but the House 
objected and the amount was stricken 
from the Bill. The Agency had re 
quests for $119,000,000 but asked just 
enough to carry it for three or four 
months. Schools, hospitals and sewage 
rank high among classes of projects. 

WPB is rapidly removing restrictions 
on miscellaneous fixtures. Materials 
were allocated to make thermostats. 
Radiator valves will be made of brass 
after January 1. At the request of the 
industry, WPB is giving less priority 
assistance to those trying to buy fur- 
naces. The manufacturers recommend- 
ed that the meager output be distrib 
uted chiefly for replacement on the 
basis of past sales. Because the recom 
mendation may conflict with general 
policy on distribution of scarce goods 


—aiming to help new communities- 
(Continued on page 102) 
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Middle Temple Hall after a raid. From 
“The Bombed Buildings of Britain’’ 


THE BOMBED BUILDINGS 
OF BRITAIN 


Edited by J. M. Richards, with notes by 
John Summerson. New York (114 Fifth 
Ave.), Oxford University Press, }943. 8 
by 11% in. 140 pp. $4.50. 

Here is a book as beautiful as it is 
awesome: a photographical record of 
a small part of the bomb damage done 
in the British Isles during the Blitz- 
krieg of 1940 and 1941. As the editor 
says in his foreword, it does not claim 
to be an exhaustive survey of all the 
architectural damage done, but is con 
tent to illustrate the damage done to 
buildings of architectural note. 

The book is divided into nine sec 
tions, the first, and by far the longest, 
of which is for London. There is one 
each for the six provincial cities that 
have suffered most severely—Bristol, 
Coventry, Portsmouth, Plymouth, Man- 
chester and Liverpool—and one for 
other large towns in which for one 
reason or another the architectural 
losses were less severe. The final sec- 
tion is devoted to damage in the coun- 
try and the smaller towns. The index 
sensibly follows the same general plan, 
listing all buildings illustrated under 
the city or town in which they stand 
—or stood. 

The photographs are grouped in 
each section first according to type 
(e.g., churches—and how many of 
them there are!) and then as far as 
possible in order of date. 

Many of the photographs, particu- 
larly those of London and Coventry, 
are already familiar to American as 
well as to British readers, but the 
majority will be new in this country 
at least. As photographs they are ex- 
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As a record of the beauty and 
historical interest destroyed, they are 
heartbreaking. For these are the build- 
ings which any casual visitor to Eng- 
land will remember, and from which 
architects the world over have drawn 
inspiration. 

Many of the photographs are accom 
panied by small engravings or early 
prints showing the buildings as they 
originally looked. Each 1s canteen 
by an explanatory note by Mr. Sum 
merson, giving and _ clearly 
the history of the building in question, 
and not infrequently an apt little eval 
uation of its 


cellent. 


concisely 


architectural merit. 


POSTWAR PLANS OF THE 
UNITED NATIONS 


By Lewis L. Lorwin. New York (330 
West 42nd St.), The Twentieth Century 
Fund, 1943, 319 pp. $2.50. 

\ United Nations’ 
postwar plans, made by Dr. Lorwin at 
the request of the 
Twentieth Century Fund, has given us 
in this book a factual report on plans 
put forward by govern 
mental and groups in each 
country for that country’s own internal 
development after V-Day. . 

All the United Nations, Dr. 
finds, have in common the postwar aim 
“to improve the economic and 
condition of the the people,’ 
and are determined that out of this war 
shall come a finer and richer life for 
citizen. 

While there is this general agreement 
on basic goals, the report points out, 
the individual nations show wide dif 
ferences in the governmental and eco 


The survey of the 


Trustees of the 


responsible 


priv. ite 


Lorwin 


social 
mass of 


the average 


nomic systems by which they hope to 
reach “especially with re 
of private and _ public 
enterprise in the postwar economy.” In 


finds that the 


these Zoe als, 


gard to the role 


this respect the survey 
United Nations fall into three 
groups: (1) those assuming that “pri 
vate enterprise will remain the 
nant form of economic activity”’—the 
United States, Great Britain, Canada, 
Australia, and some countries of west 
ern Europe; (2) those whose plans 
“assign a large and permanent place to 
state enterprise and to other forms of 
collective organization’—some coun 
tries in central Europe, a number of 
Latin American countries, and China; 
and (3) those favoring “complete na 
tionalization of economic life and cen- 
tralized planning methods”—the Union 
of Soviet Socialist Republics. 

“The chief limitations of current 
postwar plans,” Dr. Lorwin reports, 
“are the conflicting elements in the 
proposals of the different countries and 


broad 


domi 


their lack of coordination with plans 


for international economic and_ social 


organization.” 


BUILDING CODES 


4n Essential Tool in Urban Develop- 


ment. Washington, D. C., Construction 
and Civic Development Dept., Chamber 
of Commerce of the U. S., 1943. 15 pp. 


6 by 9 in. 


Prepared by George Thompson, 
chief of the Builk ling ¢ oe Section of 
the Division of Codes and Specifica 
tions of the National Bureau of Stand 
ards, this little pamphlet sets forth in 
simple, understandable language the 
raison d'étre of building codes, and ex- 
plains how they work. It is offered, 
according to the foreword, “to further 
a more widespread public understand 
ing of the building 
and to enlist public support for 
and their efficient 


importance of 
codes, 
their 
administration.” 

Starting logically with the role 
played by building departments, the 
pamphlet is explicit in the ways in 
which affects the ac 
engineer, 
and pas 
y. A section is devoted to building 
codes and the public safety, another to 
building codes and quality of build 
ings, a third to demolition of sub-stand 
ard buildings. Blighted 
development are discussed in their re 


Improy ement 


a building code 


tivities of realtor, architect, 
builder, 


serby. 


craftsman, occupant 


areas and re 


lation to the necessity for greater code 


flexibility. 

Although the pamphlet does not pre 
tend to offer any new material, and : 
written more for the general public 
than for the architect or builder or 
engineer, it will be of value to anyon 


connected with the building industry J 


because of its concise 


subject that is bound to loom large in 


any discussion of postwar construction. J et 
planning 


PRECAUTIONARY CAMOUFLAGE 
Visibility 
Dependence upon 


Washington, D. C., 


{4 Guide for Promoting Low 
Principles without 
Artificial Coverings. 


U. S. Office of Civilian Defense, 1943.) 


$0.15. 


Precautionary camouflage is defined 
at the outset of this carefully prepaced 
booklet as a “preventive” policy in 
planning and performing—‘a watch: 
fulness of measures which, if properly 
taken care of at the beginning of 2 
design or construction procedure, 
might save tremendously in the later 
need for, and employment of, actual 
corrective camouflage.’ 

Starting with an analysis of what 
the enemy sees, the author progresses 
to site selection and location of build: 
ings within the site. Excellent dia 
grams here, as well as throughout the 
booklet, help to illustrate the ae 
ples used in camouflage. Practical 

(Continued on page 28) 


60 pp. 8 by 10% in. illus. 
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TO THE BUILDING INDUSTRY 


. of 

ica 

nd 

. in 

the 

ex- 

red, 

ther | WHAT types of electrical equipment will be needed in 
and the homes of tomorrow? 

ding Where should fixed equipment be placed in kitchens 
for and laundries? How about dimensions and clearances— 
ten’ | access for servicing—lighting outlets and controls— 
role utility connections? 


the | Westinghouse has long recognized the need for accu- 
s in | rate information on these subjects and for this 
- ac- | reason has created the 
neer, 
pas 
Iding A 


ier to 
yuild 
tand- Erp eas 

“ } TheWestinghouse Better Homes Department wascreated 
d re oe “nite | 
} to assist the building profession in the planning of post- 
if ° . : ° » 

je | War housing and to give authoritative technical 
coac¢ 


jadvice on the proper applications of electricity which will 
t pre }contribute so much to better living in 194X. 
and is § To achieve these ends, Westinghouse has organized 
public §the Better Homes Advisory Staff consisting of men of recog- 
ler of Gnized standing and wide experience in the housing field: 
nyone 4 
dustry 


IRVING W. CLARK, MANAGER, who has been con- 
n of a Stinuously engaged in housing activities for nearly 25 


irge 1" Bvears . . . a nationally recognized authority on home 


uctiOn. Gylanning and kitchen design . . . and a Director of Pro- 
AGE | lucers Council, Inc. 

ALE 

‘sibility 


meals A. CARL BREDAHL, TECHNICAL DIRECTOR, formerly 
-p. c,@hief of the Mechanic-Electrical-Utilities Division of 
e, 1943.@the Federal Public Housing Authority from 1934 to 
91943, where he was responsible for establishing design 
definedistandards of mechanical and electrical installations 
repa-¢d for U. S. Government housing projects... and for 
licy Y years electrical designer for Warren & Wetmore, 
wate’ New York. 


rope! Va 

B J JOHN S. VAN WART, REGISTERED ARCHITECT, 
ogo “@ormerly with Fred F. French Company, New York, 
ak ’ ho has designed many multiple dwellings, hotels, and 
, C . 


mstitutions during the past 30 years including 
sf whale kerbocker Village, 10 Gracie Square, and Blind 
ogressegpr k Lodge in the New York area. 
of bui d 
ent dia 
hout the 
e princi 
tical ap 


Westin 


PLANTS IN 25 CITIES 


op- 
ion 





aie e ; — 


The Better Homes Department offers a Sizx-Point Ad- 
risory Service to the building profession, featuring advice 
on the following subjects: 


1—Selection of correct types of electrical equipment 
for various classes of postwar homes. 

2—Location and arrangement of fixed equipment, for 
conserving space and attaining maximum efficiency in 
arrangement of work cycles. 

3—Accurate dimensions and clearances of equipment 
to insure proper installation and efficient operation. 
4— Access for servicing of equipment—so necessary for 
periodic inspection and repair. 

5 — Location of lighting outlets and controls, for greater 
enjoyment, comfort, and safety in the home. 
6—Utility service connections—including location and 
size of electric wiring, water supply, and drainage lines. 


This Six-Point Advisory Service is available to archi- 
tects, engineers, contractors, builders, public utilities, 
housing authorities, electrical inspectors, building man- 
agement, and investment institutions. 

Westinghouse Better Homes Department welcomes 
the opportunity of giving constructive assistance to 
those interested in postwar housing. 

If you have any problems relating to the selection, 
installation, and use of home electrical equipment, write: 
Better Homes Department, Westinghouse Electric & Man- 
ufacturing Company, Pittsburgh 30, Pennsylvania. 


A NEW APPROACH TO | 
ELECTRICAL LIVING IN 194X 





OFFICES EVERYWHERE 
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FLOOR 


F you're looking for an attractive, 
low-cost floor for today’s author- 
ized new construction and remodel- 
ing, Armstrong’s Asphalt Tile will 
satisfy your needs. This smart floor 
is available without priorities. 
Armstrong’s Asphalt Tile is par- 
ticularly suited to commercial and 
public building installations for it 
combines good looks with dura- 
bility—a double feature that clients 
desire. Design possibilities are vir- 
tually unlimited because it’s hand- 
set a block at a time and there is a 
wide range of harmonious plain 
and marble colors. And these colors 
go all the way through each tile. 
Armstrong’s Asphalt Tile will with- 


Specify ARMSTRINGS Cisphalt Tile 





stand heavy traffic with a minimum 
of cleaning. It is moisture- and al- 
kali-resistant and can be installed 
on concrete subfloors in contact 
with the ground. 

For complete information about 
Armstrong's Asphalt Tile, consult 
Sweet’s, Section 11, Catalog No. 46, 
or write for the free booklet, ““Low- 
Cost Floors with a Luxury Look.” 
Address Armstrong Cork Company, 
Resilient Tile Floors Department, 
2401 Duke Street, Lancaster, Pa. 


@ Shown above is the General Office of the Sim- 
plex Time Recorder Co., Gardner, Mass. The 
floor is Armstrong's Asphalt Tile in Tan and 
Burgundy Marble with Buff feature strips. In- 
stallation: Kesseli & Morse Company, Worcester, 
Mass. Architect: Stanley Kendall. 


ARMSTRONG S 
RESILIENT TILE 
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(Continued from page 26) 


plications of low visibility principles 
are treated at length, and followed by 
a detailed discussion of manipulation of 
terrain. The appendices contain a dis- 
cussion of the “Tone-down” principle 
of lowering visibility on existing build 
ings; several pages of visual illusions 
and their applications; and lists of the 
principal technical publications and 
directives of the Office of Civilian De- 
fense, and of the national organizations 
concerned with various phases of civil- 
ian defense. 


COMMUNITY ACTION FOR 
POSTWAR JOBS AND PROFITS 


S. Dept. of Commerce, 
Vo. 6. 8 by 10% in. 


Washington, U. 
Industrial Series 


illus. 39 pp. + guide sheets. 
With postwar planning claiming 
more and more attention in every field, 


and the building industry expected to 
play a leading role in postwar re-em 
ployment, the Department of Com 
merce has issued this booklet as a prac 
tical 
merce and other organizations of busi 
nessmen in their postwar planning. 


guide for local chambers of com 


Five concrete suggestions are offered: | 
(1) the work pile plan of listing all J 
probable immediate postwar repair and § 


modernization work; (2) a 
manufacturing opportunities the com 
munity may reasonably be expected to 
attract; (3) an estimate of the size of 


the problem the community will have J 
to face at the end of the war because § 
of expanded wartime population, andj 


the taking of definite steps now to 
prepare to meet it; (4) a simple pro 
gram to urge consumers, 


wholesalers, bankers, manufacturers 


and businessmen generally to build re-§ 


serves of ideas and money for the post- 


war period; and (5) the strengthening] 


of present business. 


A valuable addition to the pamphlet§ 
is the 32-page section of guide sheets, 


perforated for easy clipping. 


A BATSFORD CENTURY 


The Record of a Hundred Years of Pub- 
lishing and Bookselling. Edited by 
Hector Bolitho. London W.1 (15 North 


Audley St.), B. T. Batsford, Ltd., 1943. 
viii + 148 pp. 654 by 10% in. illus. 
10s. 6d 


Any history of a publishing firm, 
particularly when issued over its ow? 
imprint, should be a typographically 
beautiful book—and this one is. Every 
thing about it, from the delicate tones 
of the frontispiece to the selection of 
type and stock, is worthy of the tra 
dition of fine printing to which th 
firm of B. T. Batsford, Ltd., has bees 
loyal for a full hundred years. 

(Continued on page 30) 
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Silv-A-King “RLM” 
Standard Dome Reflectors 














Silv-A-King “Victory” 


Fluorescent Units 


LIGHTING EQUIPMENT 
For Industrial Needs 





In spite of the heavy demands of war production, 
Silv-A-King—specialist in industrial lighting for close 





equipment. Silv-A-King lighting units offer many advantages in over-all 


to a quarter-century—is regularly filling priority or- 


ders for both fluorescent and incandescent lighting 


efficiency, easy installation and maintenance—and all equipment conforms 
to RLM and other recognized standards for high quality and efficiency 

Silv-A-King lighting service—which costs nothing extra—includes 
expert guidance in planning lighting layouts for maximum efficiency, 
flexibility, and economy. Why not discuss your lighting problems with a 
Silv-A-King engineer? And send for the complet Silv-A-King catalog today! 


BRIGHT LIGHT REFLECTOR COMPANY, INC. 


308 Morgan Avenue, Brooklyn 2,N.Y. 


c Products 
'NITS ’ FLUORESCENT 
MOUNT NITS . = ee 


Other StLv-A-KIN 


- ¥ 
1GH BAY ™ ev U 
- “HIM” MERCURY 


{SLAND LIGHTS 


rr tia ks 


SILV-A-KING maxes Light work FOR YOU 
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(Continued from page 28) 


But this is more than a_ beautiful 
book: it is also, somewhat unexpect- 
edly, perhaps, a lively and entertaining 
tale. Hector Bolitho has assembled his 
material with his usual understanding 
and skill. The writing for the most 
part is his, and his deft touch is evi- 
dent throughout; but the narrative is 


ae 


carried wherever possible by Harry 
Batsford, Charles Fry and other mem 
bers of the firm, whose first-hand ac 
counts not only add interest and au- 
thenticity to the record, but contribute 
a pleasing variety of style and diction. 

“A Batsford Century” is one of those 
rare books which to see 1S immediately 
to desire, and to read is to remember. 


4 
. 
\ NEW METHOD FOR MEASURING 
THE QUALITY OF URBAN HOUSING 
{ Technic of the Committee on the Hy- | 
giene of Housing. Reprinted from Amer- 
ican Journal of Public Health, Vol. 33, 
Vo. 6, June, 1943. 12 pp. 634 by 934 in. 
i/lus. 
-r* a 
“The dramatic slums of any com : 
munity are likely to be well known in § 
a general way, but this is not enough 
Effective programs of control (or post 
war rehousing on the scale generally 
anticipated) will require closer defini 
tion and measurement of substandard 





housing than is possible with present | 
appraisal methods.” Hence the meas-| 
uring method here presented. 





The key to this method is a system fl 
ot numerical scores: a rating scale pro { 
viding penalties for various housing® 
deficiencies, ranging from 1 to 309 
points. Forms are provided for data] 
collection, and scoring is done in the 
office from the completed schedules 
Thus the enumerator only reports con 
ditions he finds, without complicating! 
his work and his attitude by the as™ 
signment of ratings. . 









PERIODICAL LITERATURE | 





NEW SCHOOLS FOR WAR AND 
POSTWAR NEEDS 


By Robert C. Kaestner. Architect and 
Engineer, San Francisco (68 Post sy 
Vov, 1943, pp. 12-18. illus. 

With the tremendous migration of 
war workers, school accommodation§ 
in a number of defense areas are, a 
this article points out, proving wholl¥ 
inadequate. “From an economic stand 
point, type, method and time of conl 
struction are important factors, nq 
only in initial cost but in war life 4 


R 


ITE 


an i oi } 
the structure .. . The school buildin EC 


must be at least 95 per cent salvag 
able,” Mr. Kaestner maintains. “C# 
tical conditions and times are 10 
forcing upon us, through necessity, 
(Continued on page 116) 
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REPUTATION IN THE MAKING 


Te crvcian new year holds promise of decisive action on the European fronts, and 
strategic progress in the Pacific. Winning the war, and the peace, are the first concern of 
every American. But 1944 also holds great promise for continued architectural progress 
and growth—for more definite projects to be designed, for some lifting of building ma- 


terial restrictions, for strengthening the profession’s position in the building field and for 
establishing its value in the public mind. 


® Architects and engineers acquitted themselves well in their many new tasks imposed 
by war. Having made the adjustments, they have performed with credit to themselves 
and have made distinct contributions to every branch of the war effort they have served. 
In the armed services, especially the technical branches, they have won recognition from 
their associates and commanders for their adaptability, their keen analysis, and their direct 
or ingenious solutions to the problems presented. Their training and practical experience, 
their method of attack, stood them in good stead in dealing with situations normally out- 
side their ken. The profession as a whole gained stature and respect, because as indi 
viduals they proved the value of their abilities and services. Though deprived of much of 
their normal field of endeavor (and sometime entitled “engineers” ) architects in practice 


also contributed much to the war production plant and to the housing of every conceiv- 
able war activity. 


their roles 


@ Architects in new 


“sold themselves” 


to their new associates, their new 
“chents,” in and out of the armed forces. This emphasizes the fact that, no matter where 
he is or what he is doing, the architect is being judged by all with whom he comes in 
contact. And the layman (the public) judges the character and competence of the whole 


profession by the particular individuals whom he knows or hears about from his friends. 


Since the reputation of the profession is the aggregate of these impressions of individual 


architects and engineers, the profession registered a net gain in °43, even if not nominally 
engaged in “architecture.” 


® In 1944, many architects will be readjusting themselves more and more to the needs 
of peace, to the planning of buildings and of communities. The postwar era, for which we 
must all make our plans more definite in 1944, will provide an unprecedented oppor 
tunity for building reputations. It offers a chance to mitigate the public’s misconceptions, 
and to add to the tactual record of achievement in solving building problems directly, 
simply, economically, speedily, cooperatively, efficiently, imaginatively—and with distinc 
tion (that elusive quality of building design that comes only through the architect’s sensi 
tiveness to form as the visual expression of coordinated functions). 


@ The making of such a reputation speedily depends on just two things—first deserving 
it—and second deliberately spreading the word to the public, especially that most import 
ant part of the public—the prospective client. In both phases, ArcurrecTuRAL Recorp 
proposes in 1944 to continue its policy of rendering service to the profession. In addition 
to reporting the most significant current news, thought, opinion, action and technical 
advance through the year, an effective practical program of enhancing the position of the 
profession in the eyes of the prospective client has been worked out for 1944. 


@ Believing in the ability, competence, and growing responsibilities of the architect and 
engineer, the ArcnitectuRAL Recorp proceeds to do its part in bringing about a better 
understanding of the functions of the professions, and the practical and economic value 


of their services. 


EDITOR-IN-CHI&F 
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Paralleling that major essential collaboration between 
architect and client, the ARCHITECTURAL RECORD 
inaugurates a unique collaborative series of Building 
Types Studies for 1944—each month joining forces 
with a leading magazine which serves a specific 
owner-manager group. These studies aim to promote 
the planning now of actual buildings, to demonstrate 
to owner audiences the value of architect-engineer 
services, and to give both owner and designer prac- 
tical ideas and information about each type of post- 
war building. 


Q@NE of the promising predictions for 1944 is that postwar 
planning will increasingly pass from the general to the specific 

Imaginative sketching of the better city for the brave new 
world, the ideal community for the masses, is all to the good, 
but when the V-Day sirens blow there will be a clamor for 
more tangible blueprints. The immediate goal for 1944 is the 
largest possible shelf of working drawings, ready for quick 
use. 

Building plans prepared in advance will make it possible 
for the building industry quickly to provide employment and 
investment opportunities, will aid in coordination of public 
and private planning, and will assure to prospective owners 
better building values. 

Architects and engineers have a special obligation to “sell” 
the plan-now-for-V-Day idea. As the first point of contact 
with the prospective owner-client, the architect has the assign- 


Readers are invited to join in the RECORD’S indoc- 
trination efforts. There are, of course, many other 
means of persuasion available to architects and en- 
gineers, and the situation warrants intensive gospel- 
spreading, Write to the RECORD editors about your 
own efforts to get planning started, of ideas that 
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ment of convincing him that now is the time to get his post- 
war intentions down on tracing paper. 

For its own share in this indoctrination campaign, ARcHt- 
TECTURAL Recorp begins in this issue a series of collabora- 
tive editorial programs designed to sell as well as inform. 
It has arranged with several other business magazines to 
join editorial staffs in BUILDING TyPEs stuDIEs for V-Day build- 
ings, to appear simultaneously in the rEcorp and an owner- 
read magazine each month. And thus to spread the gospel 


of specific planning now, not just to architects and engineers. 
but also to their clients. 
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a 

More directly, the program has three objectives: Ee 
1. To stimulate planning of building projects now, for t 
construction as soon as materials are released. 


eSB F 


2. To give the prospective owner-<lient a visual demon 
stration of the contribution the architect and engineer can 
make to the utility and amenity values of his building—the 
over-all soundness of his investment. 

3. To give to designers essential new information on the 
owner’s requirements, and on his ideas for changes and im- CHURCHES 
: provements developed in the wartime interim. COUUTUNLLATATENNNLAENATNNOUNTONNTNN ETNA ONENN EMANATE (1 NN eTAENN ANAL ENLARAEUENAENNRN ET ENATET OU OEN CEC eU CEN eRN ee TN ARRON TET 
Each month in 1944 there will be a different collaborating 
| magazine, each a leader in the owner-manager field for the 
building type in question. Each month a new editorial staff 
will combine with the Recorp editors, pooling information, 
= ideas and sources toward effective delineation of the postwar 
4 assignment. 

4 This month the topic is HoTets, published jointly with 
, | Hotel Management. For February, cas stations and other 
r highway buildings, with National Petroleam News. March: 


e scHOOLs, with Nation's Schools. April: THEATERS, with Motion 
Picture Herald. AIRPORTS 


Choice of subject types of buildings, and therefore of col- wmv. cece 
laborating magazine, is on the basis of frequency with which 
these types appear in Dodge V-Day Reports, indicating both 
the maximum opportunities both for architect-engineer serv- 
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es = ices and for resulting employment and investment. 

As each month the get-an-architect-busy-on-your-project 
1” | message goes to a new audience, by the end of 1944 it will 
ct ) have reached prospective building owners and managers in 
n- : dozen different fields. 

J THEATERS Sketches Francis X, Gina 
— Mn 
Tr 7 e 
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have proved effective, or even of any thoughts in the 
category of something-should-be-done-about-it. And 

ia tell what you can of specific V-Day projects on your 
ol- boards; published renderings and plans will further 
the demonstration of the practicability of planning 
now, for an audience of prospective owners 
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PLANNING NOW FOR POSTWAR PATRONS 


By James S. Warren 


Editor, Hotel Management 


I, spite of the tact that hotel men have necessarily been 
preoccupied with problems of manpower shortage and 
food rationing, they are thinking seriously of their post 
war programs and of the changes which they will make in 
their present hotels, or new ones to be built. They realize 
that in the highly competitive postwar period it will be 
important to improve their hotels to attract more guests, 
to obtain additional revenue-producing areas, and to make 
such changes as will insure lower operating and mainte 
nance cost and thus greater profits. They realize too that 
more will be necessary than just a repainting and re 
furbishing job if these three things are to be accomplished. 

It is surprising how much can be done in these direc 
tions without great capital outlays. The imagination, in 
genuity, and the “know-how” of the skilled architect are 
invaluable in bringing existing hotels back into the 
catagory of up-to-date, revenue - producing investments, 
with the least possible expenditure. This might seem a 
mere assertion were it not for the fact that a long list 
of such achievements speak for themselves. 

As a demonstration of what can be done, the Arcnt 
TECTURAL Recorp and Hotel Management magazines 
have worked with an owner and the manager of an 
actual hotel, and have engaged Francis Keally, architect, 





ENGINEER 


Sullivan A, S. Patorno 


ARCHITECT 
Francis Keally, A.1.A. 
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to make a thorough analysis of the possibilities tor modern 
ization. As consultant on various engineering aspects, Mr. 
Sullivan A. S. Patorno has made specific recommendations 
in collaboration with the architect and the management. 
Mr. A. Ward Hendrickson has given many valuable sug 
gestions regarding the lighting problem. This group, work 
ing with the editors of the magazines, have thus pro 
duced a down-to-earth and thoroughly practical study of 
what can be done with one hotel, as a demonstration ot 
the possibilities and practicability of applying the same 
technique to any hotel. 

We believe that the approach and the concrete sugges 
tions presented in this study will serve as a guide and 
inspiration for many similar studies to be undertaken by 
the owners and managers of many hotels throughout the 
country, in collaboration with the architects and engineers 
of their own choosing. 

The time to undertake such studies is now, for the hotel 
that is ready with its modernization plans, and its blue 
prints on the shelf, will be in the best competitive position 
as soon as restrictions on building are removed. Such 
restrictions may be lifted sooner than many expect. We 
commend to both owner and designer the careful con 


sideration of the principles and suggestions presented here. 
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FOR V-DAY REVENUE 


Hotel modernizing principles and practice as exemplified 


by the proposed remodeling of the Wenonah Hotel, Bay City, Michigan 


by Francis Keally, A.1.A. °* 


In this demonstration of the principles and_ possibilities 
of hotel modernization, we are not trying to show how to 
save a derelict. We are trying to find what could be done 
to turn a good existing hotel of the present into a better 
hotel of the future. We are out to bring forth the Rip 
van Winkle hotel dollars that may have gone to sleep 
gently and unnoticed. Taking the Wenonah as an ex 
ample, we can perhaps show in concrete form the kind 
of changes that could be made in other more or less 
similar hotels to increase their earning power and improve 
their postwar competitive situation. 

In choosing the Wenonah at Bay City, Michigan, as a 
1otel on which to try out ideas of modernization, we did 
10t mean to imply that the Wenonah is anything but.a 
good hotel today. In fact, it is very good, and this suited 
Jur purpose all the better. Anyone can take an old wreck 
ind improve it considerably just by making it stand up 
ind shed water. But in so doing he would not necessarily 


lemonstrate what sort of changes are needed to put an 


Renderings by Floyd Yewell 


older hotel ahead of the game in point of earnings. 

The Wenonah is of fireproof construction, built mainly 
in 1907, with brick outer walls and with concrete floors 
supported on steel, It is sound and well maintained in 
every way. There are 200 guest rooms of which 180 are 
rentable; there are 57 rooms with tub bath, 20. with com- 
bination bath and shower, 3 with shower stalls, and a 
number of rooms with private toilet but no bath. Bay 
City, in which the Wenonah stands, is a thriving ship- 
building center of about 50,000 population, with a prom- 
ising future in building lake carriers after the war is over. 

The Wenonah is typical of thousands of hotels in thriv- 
ing medium-sized American cities. It would be. called a 
commercial hotel, except that there is just enough resort 
character in the town and in the house to permit us to 
suggest certain details of treatment that will increase 
revenues from people coming to the hotel on trips for 
pleasure. This is because Bay City lies at the beginning 
of the Michigan hunting and fishing trails leading to the 
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An architectural feature such as 
this canopy, in sight of the main 
business corner of the town, can 
create a store site strong enough 
to absorb the existing low-rental 
side-street stores at a far higher 


rental opplying to the whole area 


north; and if one comes into the hotel as | 


did on an 
October day, a highly picturesque scene greets the eye, of 


the innumerable hunters and their dogs. Then again, 
Bay City has a lake-cooled summer climate, and the situa 


tion of the hotel facing with one side to a park makes it 
ideal for vacationers. 


Yet neither hunters nor vacationers 
could ever by themselves furnish the necessary backbone of 
revenue that comes from the standby, the commercial 
traveler. In renovating, we never lose sight of him. 


Entrances. Let's start with the entrances. The We 
nonah has two of them, one from a main business street, 
one from the park. The business entrance, on Center 
Street, is encumbered now by areaways. We propose to 
take them out. Let’s give the cigar man half of the new, 
greater width we have gained by eliminating areaways. He 
now has an entrance from the street as well as one from 
the lobby, and on top of that, he is in position to get 
business from visitors to a new projected hotel museum, of 
which more later. Round windows permit glancing into 
the cigar store from the foyer; balancing these, we have 
put louvers on the other side of the passage. These can 
be rented to local merchants for display. Cigar store rentals 
under the proposed conditions can be increased. 

On the park side of the hotel, we get two new entrances 
to the porch, and one new direct entrance to the modern- 
ized coffee shop. There is always a presumption of greater 


earning power in entrances direct from the street outside, 


n addition to entrances from that inner street called the 
lobby. 


Stores. Like many a hotel, the Wenonah rents a fair 
share of its ground floor to stores, at varying rentals. The 
southwest corner of the hotel is only about 200 ft. from 
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the main business center of the town. Here is a chance 
not to be missed. At the corner, a strong architectural 
feature could attract attention and create an excellent site. 
We propose a round canopy, as shown in the drawing 
above. With fluorescent lighting at the periphery and a 
mirror on the underside, this canopy can make all the 
difference between a poor site and a good one. Assum- 
ing success of the store, we can count on its expanding, 
in plan, from spaces 5 and 6 (as a starter) and absorbing 
5a, 4, 3, 2, and even 1. Note that these locations now have 
very little value individually because they are on a side 
street. Joined together as parts of one large store, all 
benefit from the one front feature, and the rental value 
goes up for all. 

There are other parts of its rental areas in which the 
hotel might profit more by furnishing the requisite serv- 
ices itself. We shall come to these, in the case of the 
Wenonah, when we deal with food and drink facilities. 
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Desk and Off-Lobby Rooms. Let us 
follow the guest from the entrance into the 
lobby. He first heads for the desk. The desk 
is as important to a hotel as the bridge is to a 
ship. It is here that the guest transacts his first 
business and absorbs his first impression. It 1s 
from here, as from the bridge, that the mam 
fold activities of the lobby are supervised by 
the desk men. At the Wenonah we find a 
perfectly acceptable desk, but it simply juts out 
into the room, and a column stands within two 
feet of the angle. Let's streamline the desk 
the picture shows. At once it is more inviting, 
clears the column with space to spare, and as 
sures clear sight lines into the lobby as a whole. 


In a hotel lobby it is important that all facili 
ties be within quick reach and be easily seen. 
At the Wenonah today, the desk men can see 
the lounge area, but cannot see the taproom. In 
the proposed plan, although arrangements are 
more complicated, the desk man can see all 
around the circle: coffee shop entrance, park 
doorways, guest island, hotel museum, cigar 
stand, main street entrance, and, by means of a 
mirror attached to a column, the picture window 
of the taproom. The same factor of visibility 
makes it easy for guests to find their way 
around the lobby. 


Illustrations: Top, existing desk, which merely 
juts into the room; center, proposed plan for 
the main lobby area, showing easy sight-lines; 
bottom, existing coffee-shop entrance which 
would benefit by “store front” to the lobby 


Entrances to hotel facilities that lie just off 
the lobby should be distinctive. Vanished are 
the days in which the Wenonah was built, 
when guest patronage of the dining room was 
taken for granted and charged in the inclusive 
price. In those days the hotel dining room 
sought to emulate a superior home, and needed 
only a door with a sign. In the kind of hotel 
that has been developing, the dining facilities 
must promote themselves, and stand on their 
own. They no longer try to suggest “home” 
but something at once cheerful and efficient. A 
very successful treatment for this purpose is the 
Colonial Inn. We have let the Wenonah coffee 
shop project itself into the lobby, in this char 
acter, by means of the Colonial window flanking 
the entrance, and the recessed cubbyspace for 
hats and coats let into an adjoining wall. 
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The new desk is concave in plan with “ 


Most hotel lobbies in structures go are 
too big for today. They involve undue expense for carpet- 
ing, painting, furnishing, and, above all, cleaning and 
heating. Here at the Wenonah is a generous lobby. The 
original architect has made it even more spacious and in 
teresting in composition by cutting an octagonal opening 
through the mezzanine. 

Our first step will be to close over this opening. This 
will instantly prevent the heat from being lost into the 
upper part as fast it it is furnished, will prevent possible 
lrafts, and will cut down the fuel bill very considerably. 
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Closing over the mezzanine instantly gives us new 
rentable space above. The Wenonah has an available 
tenant in the radio station WBCM, which now occupies 
space next to the kitchen on the ground floor. 

For economy we shall leave the present beamed ceiling 
untouched, and simply drop a new flat ceiling under- 
neath The space between gives us enough room for 
the handsome domed lights that are shown in the render- 
ing. A single bulb under these domed reflectors suffices 
to illuminate a wide area, and the combined effect of all 
the domes is to provide the most agreeable even lighting. 


This treatment instantly iden- 
tifies the coffee shop en- 
trance in dignified manner 
for guests and the compart- 
ments serve to store wraps, 
with no attendant necessary 
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Lobby and Guest Island. Next, \et’s subdivide the big floor area. We shall start 
by boldly cutting off the whole corner. What we shall do with it can be told just a little 
farther on. But the first effect of cutting off the corner is obviously to give us a smaller, 
more manageable lobby. 

In this lobby, we shall no longer endeavor to keep the character of one big, undivided 
room. After allowing for plenty of width in the necessary passageways to the de sk from 
both the main street entrance and the park entrances, we shall start fixing up a “guest 
island” of more intimate scale and agreeable nature than the former big lobby. This 
“guest island” is separated from the traffic line in the lobby, and is protected from drafts, 
by a breast-height partition which is topped, as the picture shows (the upper view across 
page) by artificial flowers. These are changed with the seasons and contribute an air of 
cheer that is greatly to be desired. 

The guest island contains lounge chairs and alcove benches, for those engaging in con 
versation, and it contains the writing desks which have been moved down from the 
mezzanine. Writing facilities in most older hotels are excessive; guests now-a-days tend to 
do their writing in their rooms. By moving out the writing desks from the mezzanine 
into the guest island we have added rental space above and stirred up some more income. 


A mezzanine, such as the one in the 
Wenonah, shown at the right, is the 
kind of a space that was once highly 
prized for the “tone” that it gave to 
the lobby. Today, supervision is so 
much more difficult to obtain over 
semi-isolated areas, that the trend in 
the smaller houses is toward complete 
conversion of mezzanines, for rental 





A hotel museum and travel bureau is what we plan to arrange in the new corner 
we have gained. This decision is reached on the basis of added revenues to be earned. 
Ordinarily, a souvenir shop might be thought of as an appropriate concession for the 
available space. But we want to see whether we cannot endow the area with a greater 
ultimate potential. To the sale of souvenirs and the travel service we intend to add other 
attractions. : 

Michigan, we have said, is great hunting and fishing country; and if we make the 
proper kind of a display, we can draw into the hotel large numbers of people in addition 
to the guests. Let’s draw them with the kind of a display from which they will be unable 
to stay away: historical equipment such as guns, rods, boats, canoes, sports costume, decoys 
flies; mounted specimens of game, fish, and fowl; everything to appeal to the sportsman. 

In order that the setting may be in keeping with the material displayed, let’s give the 
room an early Michigan character, with big log beams supporting the ceiling and with 
wood finish for all the walls. The region is now devoted to pulpwood rather than big 
lumber, but timber is still a subject of talk for the oldtimers. 

The museum is in direct view from the desk. It has no outside entrance; people have 
to come past the cigar store or at any rate into the lobby to enjoy and use it. As a direct 
dividend to the hotel, we can put the travel service here, amid surroundings that suggest 
travel purchases, instead of installing it at a mere lobby desk. The big wall map of 
Michigan aids the attendant in giving travel directions. 
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Above is a view of the proposed lobby, with emphasis on the “guest 
island ;”’ the cigar store and entrance passage are seen to the right. The 
“guest island” is supplied with lounging furniture and alcoves, and with 
the writing desks brought down from the converted mezzanine. Here is 
the appropriate place for the map of the city, to be studied at greater 
leisure than would be possible if it were placed over the busy desk. 
Windows into the travel bureau-museum stir the curiosity of the guests. 
The museum is shown below, in its “old Michigan” timbered character. 
The map is an aid to the travel guide for the hotel, who also garners 


revenue as a salesman for souvenirs 
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ty 2 Above: Bowed windows open the proposed coffee shop 
to the park. Alternate seating arrangement makes use of 
banquettes. (See plan). Lighting in columns, Existing 

coffee room to right 


Eating and drinking facilities in the Wenonah 
as it stands comprise no fewer than six separate units. 
Starting at the top of the first-floor plan, there is the big 
ballroom, 35 by 100 feet, which extends out in a wing 
reserved, of course, for special occasions as indicated on 
the plan. Then there is the coffee shop, and the main 
hotel dining room. There is the “Drydock” bar, which 
opens about two o'clock in the afternoon. Finally, there 
is the restaurant, in among the stores, rented to an out 
side proprietor. All these can be changed to advantage. 
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The coffee shop is the unit we might start with. 
(The ballroom may well stay as it is.) We have made a 
drawing of the proposed changes, to contrast with the 
present character as shown in the photograph. In speak The garden room, at the interior of the hotel, can In 
ing of its entrance, we have already remarked that a hotel remain virtually unchanged as the more formal dining of co 
coffee shop must attract its own customers today. For a room for more formal, leisurely patronage. have 

reater air of intimacy, we may replace the free-standing : 

tables with banquettes, arranged about the columns. The proposed taproom is designed to produce 
These columns are furred out to an octagonal shape, and considerable added revenue for the hotel. This kind of a 4 
contain the low-key fluorescent lighting. Also, we have facility is indicated wherever there is a chance to combine 
replaced the double-hung windows opening toward the service to hotel patrons with service to business-men of the 
park with large, cheerful, Colonial bays that frame the town. At present this service is split up, and the revenue lobby 
fine view in a far more cheerful and striking manner, and from business-men’s lunches is collected by the restaurant The 
greatly improve the character of the entire room. The to which the hotel merely leases space. The hotel bar, in jan 
ventilation now provided by the double-hung sash may in the meantime, is open only afternoons and evenings, earn Th 
future be provided by air conditioning. ing only part of the revenue possible from its location. = 
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In such cases the hotel should obviously look for a way 
of combining the two services with profit to itself. We 
have found the requisite space by moving the big barber 
shop into a smaller and more appropriate area. This 
barber shop is a carry-over from the days when every 
guest was shaved by a barber every morning. It does not 
justify itself where it is. The new place and size of the 
shop are fitted to its present-day smaller operations. (See 
lobby plan.) 

The U-shaped bar of the proposed taproom is well 
uited to structural conditions, requiring no changes. 
The Dutch kitchen feature projects the idea of a quick 
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Hotel kitchens should be 
analyzed like an industrial 
plant. The proposed plan 
for the Wenonah shows 
the routing of the waiters, 
at higher efficiency. The 
ques- 
tionably placed and wastes 
More ample dish- 
washing space can be pro- 


existing pantry is 
space, 


: vided, and the bakery can 
be moved downstairs. 

Help’s dining room should 

be cheerfully furnished 

for better relations with 


employees of the hotel 


hot lunch out through the show window to the sidewalk. 

In many a hotel besides the Wenonah, patrons would 
appreciate a toilet in close proximity to the bar, and wouid 
be thankful for simplified steps to meet their more illumin 
ated but less sure-footed moments. 


The kitchen arrangement jis one which a hotel 
man can grasp by viewing the plans. We propose mov- 
ing the bakery down to the basement, shifting the ranges, 
and arranging a dishwashing pantry more in keeping 
with modern “flow-line” service. The kitchen has access 
to the coffee shop, banquet room, garden, and taproom. 
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The hotel guest room ought to have a new name. 
By no means should it ever be reterred to as a “bedroom.” 
The trend is toward the kind of guest facility that can be 
used in the daytime. Calling it a “studio” room would 
not be just right, but in future hotels perhaps 75 per cent 
of the beds will be “studio” beds that make up into 
couches in the daytime, so that business conferences and 
social activities can be carried on in the guest rooms. 

Smaller guest-room storage space is a second strong 
contemporary trend. It has been found that the traveller 
today “lives out of his suitcase.” In general, closets built 
in an early day are excessive. With a little ingenuity, space 
can be borrowed from them and used for the more elabo 
rate toilet and sanitary requirements of the present time. 
Private toilets are preferred today by even those guests 
who are content without a private bath or shower. 

Interpreting these three trends, toward (1) daytime use 
of the guest room, (2) less storage space, (3) more toilet 
and sanitary facilities, we have illustrated average hotel 
possibilities by means of three sets of rooms at the 
Wenonah. 

Perhaps the most striking kind of change is the one 
made between rooms 380 and 382, in the group of three 
rooms shown in plan at top left. Each guest is furnished 





a new shower, and in each case the lavatories are removed 
from the room proper. The shallower closets are perfectly 
adequate to our times. Here may be noted a rearrange- 
ment of toilets, closets, and shower stalls in a staggered 
pattern, worthy of closer study. In the bottom room, 
space has been found for a toilet, lavatory, and shower 
stall cut into one corner. 

Taking the pair of rooms shown at the center, we en- 
counter another typical opportunity for the hotel renovator. 
Here again we resort to smaller scale: not of closets this 
time but of furniture. By putting in new pieces of smaller, 
more intimate scale, we gain a new shower stall for each 
room. Doors are moved a little to make way; beds are 
turned the long way of the room; the former open 
lavatory in the corner is replaced by a new closet. 

In the bottom group of three rooms, we begin by cut 
ting in half the old deep closet between the top pair, so 
as to yield shallower but ample closets for both rooms. 
In this way we release the existing middle closet for use 
in the bottom room as new toilet space. In this room the 
former lavatory alcove yields arn ample closet. 
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Guest room looking toward “ 


Guest room furniture, |n the drawings of hotel 
guest rooms we have indicated something of the charac 
ter of up-to-date furniture and finish. So far as rugged- 
ness is concerned, the guest rooms of a transient hotel 
should be “pullmanized” so that the guest is not made un- 
comfortable at the thought that slight carelessness on his 
part may injure the room or make tell-tale marks on it. 
For this purpose, a high wainscot of wood or tough wall 
board is useful. W allpaper, if it is used, should be wash 
able. Paint is cheaper to maintain; see 
Hotel Planning.” 

“Studio beds” such as that shown in the drawing are 
made now in pleasant designs and with workable devices, 
making up into a “living-room” couch in the daytime. 

\ “chiffo-desk” furnishes the guest with any needed 
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chiffo-desk”’ and new type luggage rack 


extra storage drawers; it could be used with or without an 
adjacent wardrobe so designed as to fit and harmonize. 

The luggage rack has not yet received the attention it 
deserves. Since the guest, as we have said, lives mainly 
out of his suitcase, he should not have to bend over. The 
high rack in the drawing is so designed as to protect the 
wall, and is wide enough so that a Gladstone bag may be 
opened in the usual way across the top. 

We have indicated a combination reading lamp and 
cocktail table for sociable occasions, the table being duly 
protected, of course, by alcohol resistant plastic finish. 

The lighting of the guest room is of great importance 
in establishing a pleasant mood. The old-fashioned central 
chandelier or rosette of several bulbs is no longer acceptable 
as the main source of light. It is better to let the bridge 


Convertible studio bed in guest 
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the high wainscot. “So far as rugged- 
ness is concerned, the guest rooms of 
a transient hotel should be ‘pullman- 
ized’ to make the guest easy in his 
mind.” Across-page are shown the ex- 
isting beds, unsuited to daytime use 
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At right, existing lavatory, tub, and large closet arrange- 
ment that lends itself especially well to renovation, Be- 
low, proposed bathroom and proposed room with shower. 
Note especially how old tubs may be given up-to-date ap- 
pearance by a skirting with a high base-mold, Head of 


mirror contains trough-light serving the entire room 


light, or some one stand lamp, be connected to the switch 
at the door, and otherwise let the guest choose his own 
local lighting. This will “seem more like home.” Lights 
by the beds for night reading must be taken for granted. 
A large number of plugs will take care of other require 
ments, 

For other room suggestions, see supplementary remarks 


entitled “Reminders for Hotel Planning.” 


Lavatories and Bath Rooms 


The old tubs on high legs, such as one finds in 
countless hotels (including the Wenonah) are still per 
fectly useful although out of style. It is possible to make 
them very attractive modern looking simply by supplying 
them with a new surrounding base and skirting of some 
hard, waterproof, marbleized wall board. The finished 
effect is illustrated in our drawing. 


Shower stalls are growing in favor, as a compromise 
between more expensive bathing arrangements and none 
at all. We have proposed introducing many shower stalls 
in our modernization, and a second drawing illustrates 
the possibility of making them attractive. 
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Lavatories which were considered an unavoidable 
element of the older hotel “bedroom,” replacing the 
familiar old water pitcher and bowl, must all be moved 
out of the up-to-date guest room that is to be used as a 
private day room and lounge. We have shown all lavator 
ies as of the pedestal type. 


Stopper and chain are recommended by many hotel 
men under prevailing conditions, because they are low 
in cost and offer a positive way of handling water. There 
is no guest who cannot master their operation. 


Toilets chosen for our proposed modernization are 
of the flush valve type, which is less space consuming, less 
open to tinkering by guests, and more economical in 
maintenance. 


Floors and wall finish are dealt with more exten- 
sively under “Reminders for Hotel Planning.” 
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MODERNIZING THE 


By Sullivan A. 8. Patorno* 


Is many hotels that were built ten to torty years ago, 1t 
is now generally found necessary to add some special 
rooms, and eliminate or rearrange others, to meet the 
changes of the town and new requirements of its people 
and visitors. This will increase patronage and eliminate 
the risk of local competition. The hotel considered in this 
article is typical of many others all over the country. By 
modernization it can meet present day needs and remain 
commercially successful. 

The sensible approach to the hotel problem involves the 
owner, architect and engineer in considering all parts of 
the hotel to determine whether: 

(1) Any of the existing equipment is unnecessary. 

(2) Any essential existing equipment is not functioning 

properly. 

(3) Any existing equipment can be operated more eco 
nomically. 

(4) Switching to other fuels or changing the generation 
otf electricity to public utility purchase or vice versa, 
will create savings. 

(5) The addition of air conditioning or improvement in 
the heating, ventilating, plumbing, electric, and ele- 
vator equipment will result in greater comfort for 
the guest, with increase in patronage and receipts. 

In relation to point (3) above, the author knows of 
buildings in New York that have recently sold old engines, 
now useless to them, at prices close to the original purchase 
price, and have thereby gained valuable space for storage. 


A Check-List of Possible Changes 


We have generally found the following check list useful 
in indicating when improvements for greater comfort, 
elimination of hazards, lower maintenance cost, can be 
made with satisfactory financial returns: 

(1) Are special rooms, such as taproom, grille, dining 
room, ballroom and lobby, comfortable in terms of 
heating, ventilation, smoke, odors, and drafts? 

(2) Will the addition of air conditioning to such rooms 
as taproom, coffee shop, or grille room, increase 
patronage with worthwhile returns? 

(3) Are there any uncomfortable draft conditions in the 
lobby, entrances, or special rooms with large win 
dows? 

(4) Are there objectionable kitchen odors or other 
odors in any of the rooms throughout the hotel? 

(5) If bathroom lavatory faucets and bathtub faucets 
have china handles, then metal or plastic handles 
will eliminate hazard, and modernize. 

(6) If towel bars and bathroom grip bars are of glass, 
then replacement with metal or plastics will elimi- 
nate hazard, and modernize. 

(7) If bathroom lighting fixture is of the old-fashioned 
metal type without receptacle, then replacement 
with porcelain bracket fixture, containing receptacle, 
will eliminate electric shock hazard, and will 
economically provide essential receptacles for such 





Office of Sullivan A. S. Patorno, Consulting 
Engineers, New York. 


HOTEL EQUIPMENT 


appliances as electric razors OF curling irons. 

(8) Will addition of shower head to bath tubs increase 
demand for such rooms and permit charging a high 
er rate? In some cases hotels have obtained 50 cents 

more for rooms after installing such showers. 

(9) Where common bathroom is used for two bed 
rooms, will addition of another bathroom make 
investment worth while? 

(10) If a central ceiling lighting fixture with 2 or 3 
bulbs exists in bedrooms, it should be replaced with 
a single-bulb rosette, to reduce maintenance cost. 

(11) If old-fashioned lighting bracket exists over dress 
ing table or writing desk, it should be replaced with 
receptacle into which table or floor lamp plug can 
be inserted. This is more modern and convenient 

(12) If windows in bedrooms and bathrooms are not 
weatherstripped, where drafty conditions and cold 
rooms prevail, then weatherstripping should be 
added. 

(13) If top floor rooms are uncomfortably cold, then 
roof insulation should be added. 

(14) Can fuel in use be replaced with lower-cost fuel or 
with fuel adapted to labor-saving devices which 
will effect savings in operating cost? 

(15) The introduction of zone control for the heating 
system, where practicable, may produce worth while 
savings for the investment involved and prevent 
overheating or underheating. 

(16) If electricity is generated in the hotel, will it be 
more economical to purchase current from local 
public utility? Conversely, if current is purchased 
would it be cheaper for the hotel to generate its 
own? If soft coal is used, will it be more economical 
to use other available fuels, such as oil, gas, of 
anthracite coal, if operating costs are lower? Addi 
tional savings could be obtained through lower up 
keep cost for finishes and fabrics. 

(17) If top-floor hung ceiling space is ventilated by grav 
ity ventilators, then dampers should be added in 
ventilators, so that they may be shut off in winter, 
to save fuel and materially reduce drafty conditions 
in rooms throughout the building. 

In relation to point (17) above, it has occurred in our 
experience that a hotel several stories in height had no 
fewer than nine large gravity ventilators above a hung 
ceiling in space under the roof. In winter, the heat dif 
ferential was naturally increased, and the suction created 
by these ventilators was enormous. Even when windows 
were closed, a great deal of infiltration of cold air oc- 
curred throughout the hotel. By the simple expedient of 
providing dampers, a very sizable saving of fuel was 
effected, along with considerable increase in comfort for 
the guests. 

(18) It may be possible to avoid operating certain exhaust 
fans during the winter, if it is found that the flue 
action is great enough to provide satisfactory ex- 
haust ventilation. 

If any of the conditions mentioned in the outline are 
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unsatisfactorily met at present, then modernization and 
improvements are needed to retain and increase patronage 
and make a corresponding investment return. 

The more important modernization proposals for the 
Wenonah include the rearrangement of the kitchen equip- 
ment, the refurnishing of the present boiler room, convert- 
ing the existing cocktail lounge and bar into a new tap- 
room, converting the west end of the first floor into a new 
corner store, and adding a new laundry. The redesigned 
kitchen will be provided with modern, labor-saving equip- 
ment; will be well lighted, to reduce hazard to a minimum; 
and will be adequately ventilated to prevent odors from 
reaching other rooms. The ballroom will be provided with 
effective complete ventilation and independent smoke ex- 
haust, which thoroughly eliminates the objectionable heavy, 
dense smoke generally created by large convention gather- 
ings and social functions. When the smoke is eliminated, 
the air becomes clear, remains fresh, and gives a feeling of 
comfort throughottt the time the room is used. The lobby 
will be provided with smoke exhaust to clear the air dur- 
ing periods of peak population gatherings, and with sur- 
plus fresh air to overcome objectionable cold, chilly drafts 
coming through the doors whenever they are opened in 


the winter. The present coffee shop will be provided with 
sufficient ventilation. Air conditioning will be installed, 
if upon thorough study it is found that the investment will 
pay returns in the form of cash receipts. The new corner 
store will be provided with economical venulation meeting 
the requirements of the store function. The new taproom 
will be air conditioned and provided with smoke exhaust. 

Where new inside bathrooms are being added, the pip 
ing and ventilating ducts to serve them will be run at 
the ceiling of the floor below. Raising the bathroom floor 
for concealing pipes is more costly, and a hazard. In any 
event, the ventilating ducts have to be run at the ceilings; 
therefore it is simpler and more economical to place the 
piping with the ducts and to provide a hung ceiling for 
both. There are many advantages in having inside bath- 
rooms in place of outside ones with windows. Inside 
rooms do away with drafty conditions in cold weather, 
with window and wall condensation, with window drap 
eries, and dust. Inside bathrooms also insure more pri- 
vacy, feel more comfortable in cold weather, when heat 
is off, and are more effectively ventilated than outside 
bathrooms because the windows are kept closed in cold 
or inclement weather. 





REMINDERS FOR HOTEL PLANNING 


By Francis Keally, A.1.A. 


Lobby and Public Areas 


Windows and Doors: weatherstrip all of them. Window 
draperies must be of types simple and easy to handle. 
Laws will probably soon require fireproof types of drap- 
eries, either (a) glass, or (b) plastic, or (c) a mixture of 
fibre-glass and asbestos. 

Carpets: In the lobby, the carpet gets terrific wear and 
tear, especially in smaller towns with less well kept streets. 
Must withstand sulphuric acid, dirt, dust, grease, impact 
of countless feet. The recommended type is an uncut Wil- 
ton which has a wool base, is well tufted, with high pile, 
— construction. 

Lobby carpets must be turned periodically. This means 
that the shape of the lobby areas should preferably be sym- 
metrical. The standard carpet width is 27 in., and 
widths therefore should be multiples of this dimension. 

In corridors, also, carpets should be to standard size, for 
frequent turning, and reach from wall to wall. 

In the bar, carpets are used more and more to attract 

the feminine customer in addition to the masculine. The 
carpet helps with the acoustics, keeps the tone of the room 
soft and quiet. It is brought to within 3 to 4 ft. of the 
bar, no closer, so as to avoid staining. 
Upholstery. The best materials are those with a wool base, 
such as mohair or other woolen fabrics. The next choice, 
more economical to purchase, is hard cotton combined with 
linen. For minimum upkeep no upholstery material ex- 
cept leather should be placed on chair arms. 


Elevators 


Automatic elevators are coming increasingly into favor 
in hotels with only two or three guest-room floors. The 
bell-boy gives instruction in their operation on the first 
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trip. Too small an elevator will create congestion in the 
lobby at elevator doors. Non-slip sills at the elevator cor- 
ridor must not be forgotten. 

Metal guards inside elevators, to a 3-ft. height, increase 
life-span of the car by furnishing protection against bag- 
gage. They can be decoratively designed. 

Carpeting the floor of an elevator is a friendly gesture 
on the part of the hotel. The elevator is, after all, a 
vertically moving section of the lobby. 

Pushbuttons at each landing should have ample 
escutcheon plates to save the wall. They can be made of 
alternating designs, in plate glass, mica, marlite, linoleum, 
or rubber tile, in various shapes and colors. 


Guest Rooms 


Studio beds will be found in perhaps 50 te 75 per cent 
of future hotel guest rooms. 

The size of a good single hotel bed is 3 ft. 3 in. by 6 ft. 
4 in.; of a good double bed, 4 ft. 4 in. by 6 ft. 4 in. 

A full double bed is preferable to a “three- -quarter” bed 
where there is only one bed in a room. 

All beds should be easily moved, on carriers with large 
rubber wheels or casters. 

Guest room floors should be carpeted to the wall. Closet 
floors should be brought up level with top of room carpet 
and be uncarpeted themselves. 

In hotels charging the highest tariffs, one of the best 
types of guest room carpet is a Wilton, with a small figure. 
This retains the proper scale and suffers minimal damage 
if things are spilled or dropped on it. In hotels charging a 
medium rate, the velvet type of carpet is often considered 
a good investment. 

Walls may be painted or covered with wallpaper. Wall- 
(Continued on page 69) 
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A ONE-STORY HOTEL FOR A TEXAS TOWN 






Dow Hotel, for Dow Chemical Company, Freeport, Texas 


Alden B. Dow, Architect 
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is explained by its open situation. 
lhe main building, erected in 1940, 
is said to have been completed in 
2 two weeks’ time; the dining room 
wing was added later. The speed 
. was due in part to the use of “dry 
wall” methods of construction. The 
exterior walls and roof are covered 
i RB with white asbestos shingle. The 
. ? wood frame structure le nds itself 
: isily to changes when needed. 
- A feature of the plan is that the 
ri ublic rooms open into one another 
: nformally, on principles familiar in 
le 3 rivate residence planning, but 
sf a iitherto not so familiar in hotels 
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Above, lounge; 
right, dining room. 
Note open planning, 
acoustic ceiling with 
flush fluorescent 
light fixtures; boxed 
windows and drop- 
ped ceilings as de- 
sign vocabulary 
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paper must be washable. If walls are painted, renewal 
every three to three and a half years permits six washings. 
Light pastel colors are to be used with caution; wherever 
contact with the wall is likely a darker color is advisable. 
Windows of guest rooms should preferably be weather 
stripped. Draperies should be simple and easy to handle: 
avoid light pastel colors if easy maintenance is desired. 
The materials should be painted wools or printed cotton, 
never glazed fabrics that cannot be washed. 

Doors. The pin tumbler type of lock is highly recom 
mended; a bolt on the the door is advisable. 
Lighting fixtures are treated in separate notes on hotel 
lighting below. 

Furniture in 


inside of 


guest rooms should be scaled down to do 
mestic size. 
A high luggage rack is advisable, 


who 


traveller, 
need not — 
every time he needs some personal requisite. The rack 


so that the 


usually “lives out of his suitcase,” 
must be designed to very the wall, and to permit open 
ing the Gladstone type of ba@ across its top. 

“chiffo-desk™ ceaiines drawer space for storage with 


provision for necessary writing. A standard wardrobe 


should be designed to stand alongside the desk, in cases 
when closet space may be a little tight. 
Glass or plastic tops are needed on existing cabinet- type 


furniture or tabletops to protect against stain, alcohol, and 
fire. New furniture should be specified with tops covered 
by integral plastic or lacquer finish that has the 
characteristics. 

Equipme nt. 
every 


same 
protective 
A radio will be standard equipment in almost 
hotel guest 
near the bed. 

An electric clock, if possible with alarm attachment, will 
greatly please patrons. 


future room. A telephone belongs, of 


course, 


Bathrooms 


Make hotel bathrooms as small as possible. 

Interior bathrooms are easier to ventilate and keep 
lean. Existing tubs lend themselves to further use where 
1 base or skirting is supplied of marbleized board or tile. 

Ceramic floors are still verv bichly recommended. Nail 


ing strips should not be torgotten in concrete floors. They 
can be wood or synthetic material. 

Wainscot of minimal 3 ft. 5 5/16-in. height should sur- 
round all bathrooms. Above this height Keene cement 
protected by good oil paint is usually satisfactory. 

A dark gray stripe painted above the tile wainscot in 
bathrooms makes a neat juncture. 

The radiator cabinet should be out of the guest’s way. 
Plumbing pipes should be accessible behind the medicine 
cabinet. 

In placing new bathroom facilities in older buildings, 
it is important that furring be done at the ceiling below, 
instead of raising the floor to provide the necessary pipe 
room. Furring is both more economical and convenient. 
Of course, it requires vertical alignment of bathroom areas 
from floor to floor. 


Paper towel dispensers help save maintenance linen. 
They can be used in supplementary fashion. 
Toilets with flush valve are recommended, and the 


pedestal type of lavatory. Stopper and chain for all fixtures 
is low in first cost, positive in operation, and inexpensive 
in maintenance. 


Viscellaneous 


Storage. Linen closets, slop sinks, laundry chute, rubbish 
incinerator should not be forgotten. Maids’ carts should 
have a garage—8 carts in the Wenonah serve 129 rooms. 
Basement contains mechanical plant and equipment; store- 
room with electric lift; help’s lockers and toilets; public 
toilets for men; elevator and machinery equipment. Allow 
for any special provisions. For example, i in the hotel under 
consideration, well soundproofed kenne!s in the basement 
would be a welcome feature in the season when numerous 
hunters bring along their dogs. 

Kitchen floor may be covered with quarry tile. Help’s 
dining room should be well ventilated and nicely finished 
to raise help morale. In the basement, all corridors should 
have a baseboard 4 to 6 in. high. All cold water pipes 
should be covered to prevent condensation, especially 
where soilage is possible, for example, in the laundry 
where condensation may discolor flatwork. 





TRENDS IN HOTEL LIGHTING 


By A. Ward Hendrickson 


Pe susyect of the lighting of a hotel cannot be ex- 
iusted in terms of foot-candles or wattages. Except in 
areas devoted strictly to staff work, we are definitely 
orking not toward a scientific standard so much as 
ychological effect. Light is, so to speak, another 
iment in the architect’s hand, a color for his palette. 
The lobby, for example, is the first space in the hotel 
at is entered by the incoming guest, and it is important 
it the lobby instantly make him feel both welcome and 
snfortable. The highest possible overall intensity would 
tt achieve this effect. A medium level of intensity, with- 
it undue contrasts in level, will fulfill the purpose better. 
his medium level can be achieved in a number of ways 
of which are architecturally decorative; in the Wenonah 


example we have chosen domes let into the 
something both simple and effective. 

The medium level of lighting throughout the lobby as a 
whole permits effective accents for desired spatial effects, 
and local lighting of higher intensity for reading, achieved 
by heavy-based stand lamps. The desk should be accented 
so that the newcomer is led toward it automatically. This 
can be done by the same downlights that serve the desk 
men in their work. A good type for this is “pin-lighting” 
from concealed sources set flush in the ceiling. Concealed 
spots may be so placed as to accent such features as murals 
or the large wall maps we have proposed for the Wenonah. 

Rooms such as coffee shops or taprooms should be inti- 
mate in their lighting; this implies a lower general level. 


ceiling, as 
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At the bar it is possible to achieve dramatic effects by 
back-lighting and top-lighting shelves of bottles. A prin 
ciple more often honored in the breach than the observance 
is that the colors, and above all the lighting, in either eat 
ing rooms or bars should not spoil the color of the food. 
This is often quite as important as the glamorizing of the 
women upon whom patrons have decided to spend their 
hard-earned money. Lighting altogether too “dramatic” 
in color may have an effect different from what was in 
tended. It is possible, by virtue of the new fluorescent 
lights, to mix a wide range of colors, and in future it ts ex 
pected that fluorescent and incandescent lights may be 
used together, the ordinary incandescent light being con 
sidered by some to be more flattering to women. 

Ballroom lighting should be very flexible. It should be 
possible to select among many different levels of illumina 
tion usually controlled ‘by theater dimmers. Combinations 
may be made employing down lights, cove lights, various 
forms of trough lights, wall fixtures, lens lights, and even 
chandeliers. When cove lights are introduced, it should be 
remembered that access is more difficult for the replace 
ment of bulbs, that coves involve more cleaning, and must 
be rated at less than full theoretical efficiency because of 
possible accumulation of dust. 

In corridors and secondary areas used by guests, the treat 
ment should be simple. Lighting flush with the ceiling 


provides a good useful light w hen there is proper spacing 
of fixtures to insure even iad. 

In large public spaces, tubular lights have decorative pos 
lighting have 


sibilities. Fluorescent and “cold cathode” 







View in a guest room of the 
new Hotel Statler in Washington 
(Holabird and Root, 
A. R. Clas, associate), showing 
the use of a floor lamp as a 


architects, 


principal source of guest room 
lighting. More flexibility is made 
possible by this expedient than 
by the old-fashioned chandelier 
Note 
also, in this view, the clean han- 
dling of air-conditioning unit 
under the window, and pocket 
above for Venetian blinds 


or large ceiling rosette. 
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the advantage that they impose less strain on the air con 
ditioning system by generating less heat to be carried away 
Fluorescent lights after the war will appear in other than 
tubular shapes, and many new shape possibilities are to be 
expected. One development that has only begun is the 
kind of light now used in automobile headlights, in which 
the lens and reflector are an integral part of the light it 
self, requiring no adjustment to deliver optimum per 
rormance. 

article on the 
To recapitulate, elaborate central ceiling lights 
have given way to floor and table lamps, among which at 
least one is connected to the switch by the door. The oc 
cupant selects his own lighting. An adequate number of 
convenience outlets is required. 

Bathroom lighting has always been a problem for the 
architect. In Statler Hotel bathrooms there has recently 
appeared an ingenious medicine cabinet with a cove at the 
top from which the whole room is illuminated. Also, light 
is projected on the person using the mirror from two sec 
tions of frosted glass so placed as to illuminate the face 
for shaving or makeup without creating glare in the eyes 
of the user. 

In summary, many an architect has watched a photogra 
pher make splendid pictures of an interior by judiciously 

‘painting with light,” using light to emphasize some fea 
tures and subdue others. With less freedom than the pho- 
tographer but with more than he might think, the archi 
tect can modulate and enhance the original, real room by 
means of the resources of modern lighting. 


Guest room lighting is treated in the 
Wenonah. 


Hedrich-Blessing Studie 
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QUICKLY CONVERTED FOR CASUALTIES 


How Halloran General Hospital, Staten Island, N. Y., was created 


by U. S. Corps of Engineers and William Gehron, Architect. 


who altered and enlarged an almost-completed state hospital 





Photos by Barbara Morgan 


Main building, designed under direction of William Haugaard, N, Y. State Commissioner of 


Architecture; one-story surgery 


A xcurrecturatty, there are two main strands of interest 
in Halloran Hospital’s history. One relates to the speed 
and efficiency with which this unusual hospital was made 
available to the Army. T!c other relates to the breadth 
and humanity that governed the conception of building no 
less than that of medicine. Together these strands make 
up a story of efficiency not “cold” but warm. 

Today Halloran, with 3,000 beds, is one of the largest 


Army receiving hospitals. Only a few faint traces remain 


to betray that the largest part of it was once intended 


This Wil 


is a home for mentally defective children. 
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wing by William Gehron, Architect. 


(See plan below) 


lowbrook School had been designed under supervision 
of William Haugaard, commissioner of architecture for 
the State of New York. 

At first the aim of the Army was to convert this state 
institution into a straight Army hospital of 1,500 beds. 
The U. S. Engineers, and William Gehron, their ar- 
chitect for the conversion, had a manifold task before 
them. First there were sundry finishing jobs to be done 
that could still be performed under the state contracts, 
and involved chiefly painting, furnishing and grading. 
Then there were thousands of changes to be made in 
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The whole idea humane treatment 


of Halloran is 


the existing buildings. And, finally, new buildings were 
required, such as a modern surgery wing, and covered 
walks to connect all possible facilities under roof. 

For this whole vast change-over, the architects were 
given three weeks to prepare the plans. They were 
compelled, therefore, to evolve measures for extreme ef- 
ficiency, which bulk large in the story. But no 
was the original conversion work near completion than 
a new decision changed Halloran to a receiving hospital, 
with a redoubled capacity of 3,000 beds. Once more 
the architects had to sharpen their wits. There 
extensive additions to be made, including new clinical 
buildings, barracks for enlisted and WAC’s, a 
chapel, post exchange, various recreational facilities and 
other structures for sundry purposes. 


THE HALLORAN IDEA 


But no description of the Halloran assignment can 
leave out the intangibles. The place of such a hospital in 
the Army scheme of healing and rehabilitation is strate 
gic. Halloran is the first piece of the USA seen by men 
who risked their abroad. A happy recep 
tion here means the world to them. Yet Halloran holds 
these men no longer than it has to. Home is the 
place the soldier is heading for, and the Medical Corps 
uses all expedition to get all the men who can be moved 
back to hospitals near home, where they van be visited 


sooner 


were 


men 


have lives 


These temporary barracks will be removed when the plant 





72 


Only those stay on at Halloran 
And for them a cheerful at- 


by relatives and triends. 
who cannot be moved. 
mosphere is indispensable. 

Wisely, therefore, Colonel Ralph G. DeVoe as com 
manding officer and the medical officers of his staff have 
paid attention to more,than medicine alone. Not only is 
Halloran a great medical plant equipped with every facility 
tor medical, psychological and surgical healing, but it 1s 
equipped to serve other social needs, whether of religion, 
education, sociability, or entertainment. The hospital 1s 
virtually a town that has its own power plant, fire sta 
tion, shops and gasoline depots for maintenance; its 
tacilities for receiving, storing, processing and_ serving 
vast quantities of food; its depots for clothing and neces 
sary supplies; its tailor shops and storage space for the 
men’s belongings; and, beyond this, the chapel, library, 
craft shops, outdoor theater, motion picture auditoriums, 
dance floor, bowling alleys and playing fields. Then there 
is the heart of the institution, the “PX” or post exchange, 
where the men talk to the chain-drinking of cokes, or 
have a meal with \ magazines 
and writing supplies for themselves, or perhaps jewelry, 
gadgets and perfume for sisters and sweethearts. Quar 
ters are provided not only for patients but for staff, in 
cluding nurses and WAC’s. There are even stables for the 
horses of a mounted corps of military police guards. 

On any visit to Halloran, the mingling of uniforms 
makes a colorful impression: there are the maroon robes 
of the convalescents, the olive drab uniforms of the staff, 
green coveralls worn not only by men on fatigue but by 
working WAC’s, the white or blue uniforms of the nurses 
and the veils of the “gray ladies.” Stull striking 
is the mingling of people, the attitude of easy comrade 


visitors, or buy tobacco, 


more 


ship on the job of all kinds, races, and creeds of Americans. 
ARCHITECTURE, BUT QUICK 

Technically, we have said, Halloran posed a problem 
not only of comprehensiveness but speed. So pressing were 
the demands that a system for handling thousands of 
changes swiftly became more important than any one 
change in itself. This was especially true of the first in 
stallment, with its strong element of converting existing 


The exact number of changes could never 
Informa 


facilities. 
be counted but they ran to several thousand. 


tion had to be given and taken “on the run,” with reliance 


on good judgment of all concerned. 
To clarify matters, the revised designs were governed 
One was the list of existing 


by two. basic check lists. 


is turned back to New York State 
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rooms, the other the list of rooms required by the Com 

mandant, and controlled by Army standards. The problem 

was to juggle and adapt the existing rooms and facilities 

to the .irmy list of requirements. In order that all think 

ing might be kept clear, a tabulation of existing rooms 

and another of Army requirements were kept in parallel 

} columns. In the first column was entered the name of 

the facility required by the Army; in the second column, 

balancing the name, the number of the corresponding 

room, carried over trom the old plan. In this way it 

was possible to demonstrate quickly to the Army that 

its needs were met. ,A third column was used for notes. 

Often the point to te explained related to some improve 
nent over original standards. 

Mechanically, the dratting room procedure was sim 


ee 


plified and efficient. The existing drawings were repro rreN 

. +a aS 
duced by means of “litho prints” on the back of tracing 
cloth, in reverse. Revisions were traced on the front. Expert volunteers direct many kinds of hobby work 


When the revision was complete, the “litho print” show 





ing the original condition at that particular spot was 
erased by means of alcohol. So far as obtaining blue Fragment of a revised plan, showing use of stamped 

; prints was concerned, it was of course inconsequential arrows to call attention to changes, Original plans 
whether the line to be reproduced was an ink line on the were for a school for mentally deficient children. 
face of the drawing or a lithographed line on the back. Arrows were sometimes drawn in outline, keyed to 
This simple method of correction, possible where the ex specifications 
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ting drawings have been made in ink, permits making A sterilizer could easily be drawn in the appropriate new 
1arp blueprints without redrawing the entire plan. location; but as a practical matter the draftsman would 
Every plan had to be handled, of course, by the archi have to check (a) whether appropriate steam and water 
ct, the Army officers, contractors, and others. It was connections were available, and (b) whether they had ac 
— . devise a quick method of spotting changes tually been installed exactly as indicated on the plan. 
»e made; and this was done in the simplest manner, a iin : 
stamping an arrow pointing to each An Looking EXPANSION 
a plan, it was possible to find the crucial points at a When the decision was made to expand from a 1,500- 
ince. As work progressed, the improvement was intro- bed to a 3,000-bed capacity, not only were new buildings 
iced of keying the arrows by drawing them in outline added but further changes were effected in existing ones. 
d inserting a number referring to their place in the By means of new methods improving the previous Army 
cifications. standard, this expanded plan now makes it possible to 
Doing th- actuai drawings was not so simple. Let us process patients at the rather amazing rate of 2,500 a day. 
, for example, that in Building Number Two a num- Better than a third are litter patients and require special 
ber of rooms were changed over into operating rooms. care. New covered walks were installed to insure indoor 
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Besides giving the men a chance to buy perfume and 
jewelry for friends, the “PX” gives them a place where 
they can meet, eat, drink endless “‘cokes”’, listen to juke- 
box music, or get themselves a newspaper or a magazine. 
The “PX” was introduced in the basement of one of the 
existing buildings. For entrance details, see page 76 


Below, interior and exterior: the wooden chapel 
is designed for services of all creeds. The fine 
Italian tripytych is from the Metropolitan Museum 
of Art, part of a large lean to the hospital of 
paintings, graphic art, sculpture and art objects. 
There are three and a half miles of covered walks 
such as the one shown in exterior and interior 
views on these two pages. The passages protect 
patients in all weather. Heating pipes near base 
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are brought up over door openings as precaution 
against thrusts created by expansion and contrac- 


tion in the long runs. Note guards, wind-bracing. 


For purposes of speedy assembly and economy in 
materials, the covered walks were built to the try- 
square rather than the plumb-line; the windows 
are square to the floor, not plumb, regardless of 
slope, A slight modification is shown at the bottom 
of this page, where the ramped floor replaces steps 


Instruction in art and craft work is given at Halloran to 
those who want ii, as part of a widely ramifying recrea- 
tional program, which includes many games and dif fer- 
ent sports. Many of the nation’s leading entertainers 
have come to Halloran. A comprehensive library serves 
those in a serious mood; technical books are in wide use 
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circulation, to a total length of a mile and a halt. A 
new 32-building men’s barracks group was added embrac 
ing sleeping quarters, latrines, offices; there was built one 
of the first barracks groups for WAC’s. Six new clinical 
units embraced an additional surgery building, X-ray and 
medical building, laboratory, infirmary, G.U. and dental 
clinics, an officers’ and nurses’ recreation building, and 
a chapel. A large addition was made to Building Number 
15, now used as the main reception building for the pa 
tients. 
bathed, given hospital clothing and a first meal, and as 
signed to various quarters. Two of the existing permanent 
buildings were altered to house shops, a fire station, de- 
tention wards, commissary and medical storage. 

The WAC’s were, of course, the great novelty as a 
planning problem. At first it was decided to arrange 
their barracks in parallel, like those of the men, but 
with the latrines in U-links connecting the barracks by pairs, 
so as to keep both the latrines and the sleeping quarters 
under the same roof. A laundry was introduced in the 
link, and the open court was available as a drying yard. 
The dividend that accrued from this to the men was that 
their barracks also came to be joined thereafter in U-links 
with the latrine in the link, instead of separate. 


FLEXIBILITY AND IMPROVISATION 


It is here that they are brought in, tabulated, 


The basic efficiency of the architectural method left 
room for quick improvisation. The whole process of 
conversion and new design was a continuous one at top 
speed.. Sometimes standards changed in mid-career, as 
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WAC barracks, below, introduced new planning standards. 























when the space requirement in the WAC barracks was 
raised from 50 sq. ft. per occupant to 70 sq. ft. Such 
changes were met in good spirit by all concerned. 
Throughout the rush it was never forgotten that this 
was a hospital for those who deserve the best. Here, 
again, the Army was fortunate in obtaining the serv- 
ices of an architect. It was through his suggestion, when 
Colonel DeVoe expressed a desire for more cheerfulness 
in the rooms, that an approach was made to the Metro- 
politan Museum of Art. Through the goodwill of the 
director, Henry Taylor, and the services of the curator, 
Richard Bach, there were loaned to the hospital pieces of 


See discussion in text 
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Above: One-third of Halloran’s patients are litter cases, 
yet they can be cleared for entry at the rate of 2,500 a 
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A mere efficiency expert would have been prone to rest 
i) content with a “scientifically” appropriate color. But at 
Halloran, although efficiency was at a high peak, the 
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PLANNED FOR PREFABRICATION 


Parker Homes, Sacramento, Cal., for Federal Works Agency 


Back arounp Pear] Harbor times, when prefabrication 
was heralded so heatedly, Mr. Wurster was called upon 
to speak for architects in a Washington conclave of 
prefabricators and government housers, he having just 
done the pace-setting Carquinez Heights project. What 
prefabricators wanted, it developed, was designs on four 
foot modules. The upshot was that this project, of 332 
units, was designed to be built for either conventional 
or prefabricated construction, in the hope that bids would 
give a practical comparison of costs. A prefab bidder 
won, and the project was so built. It developed later that 
the cost figures became too confused to be compared with 
any other calculations, and now all that remains is the 
evidence that for comparable space and equipment the 
final costs were remarkably low. Units averaged $2,300, 
with utilities, road and planting adding $600 (land and 
architects’ fees not included). That permanent housing 
could be had for that, even in California, is less a matter of 
construction methods than of planning. 

he general approach was to do something within the 
accepted suburban pattern (free sianding houses, with 
sloping roofs, for example) but yet show a gain over 
the accretive process of the usual unplanned community. 

One immediate gain came from orienting site plan and 
houses for sun and hot weather. Streets were turned 
diagonally to north-south so that there is no dank north 
side: even winter sun completes ‘the 90-degree arc (see 


William Wilson Wurster, Architect; Charles F. Dean, Associate 


Punnett, Parez & Hutchinson, Civil Engineers; Joseph E. Spink, 
Consulting Engineer; Thomas D. Church, Landscape Architect 


Roger Sturtevant Photos 























sketch) to reach each side for some part of the day. 
Thus too are kitchens shielded from the six-o’clock 
summer sun. And the units were designed and placed to 
take full advantage of a cooling evening breeze from the 
south by west. 

Trees are placed to eventually make cool green lanes 
of the streets. Otherwise planting departs from the normal 
—each house is placed on a gravel platform, to make a 
tricycle path and to “present a neater picture than the 
usual messy base planting.” Also to permit window 
cleaning and the necessary daily watering of gardens. 
Garden sides have no planting at all, as overgrown base 
planting is a California form of blight, preventing nice 
gardens and creating an urge for more open spaces. 

Site plan generally follows the cul-de-sac system, for 
the grouping of three-bedroom units for greater safety 
of the children. Each of the individual houses has a car 
shelter, which serves such other functions as: porch for 
summer, play space for children, sheltered clothes yard 
for wet weather. 

Planning for privacy makes for 


WINTER 
other community gains. All bed- wn 
room windows facing other houses “¢ a 
: A. 
are kept high from the floor, which House 


also aids ventilation and furniture 
placement. Especial attention was 
given in this respect to the multi- 
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The two-bedroom 
house frequently has 
its kitchen toward 
the street. Then the 
entrance through 
car shelter opens to 
the living room, 
storage room door is 
a “hidden panel; 
kitchen door is at 
far side, in front 


tamily units. Living rooms on the same floor are separated 
by the stairs. And living rooms are placed above each 
other, not above bedrooms. Soundproofing was cared for 
by a layer of sand between the floors, an idea that seems 
worthy of special notice. 

Visitors to the project have been especially impressed 
with kitchen and utility-storage room arrangements, which 
they recommend as unusually good for war housing. 
Storage rooms can be so partitioned as to make a pantry 
and an outside tool closet. Where there is no dining space 
kitchens are large enough for eating; all are exceptionally 
well provided with equipment and storage cabinets. 

Interiors are of dry-wall construction, in plywood. To 
keep costs low, redwood siding for exteriors was sacrificed 
for waterproof fir plywood. For simplicity in upkeep, ex 
terior base boarding is stained rather than painted. Wide 
roof overhangs also keep down maintenance costs, shield 
ing walls from weather and keeping them cool in summer 


The space heater 
problem is nicely 
solved in the two- 
bedroom plan by let- 
ting a tiny hallway 
break into a corner 
of the living room, 
thus recessing the 
heater and also plac- 
ing it well for heat 
distribution 
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In the three-bedroom house the car 
shelter takes a side-porch location off 
the kitchen and storage room, Here 
again the outside storage room door 
is a concealed panel, The bath does 
not back up to the kitchen plumbing 
lines, but hall space saved in this lo- 
cation (calculated as _ representing 
$125 in construction) was more than 
enough to pay for extra piping 


With 30 sq. ft. specified for the stor- 
age space, the architects could not 
quite make the favored California 
utility-porch-laundry, but could come 
close to it. Placed off the kitchen, it 
will hide the washing machine, pro- 
vide extra kitchen storage space; and 


an outside door makes it convenient 
for garden tools, It could be _ par- 
titioned into two separate closets 
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The “house-in-the-air” merely boosts 
up the two-bedroom plan, letting the 
house itself cover the car shelter and 
also a large storage room. While the 
storage room is tightly walled in this 
prefabricated construction, it could 
be enclosed with rough boards for 
ventilation. It could also be arranged 
for a laundry room, This house was 
actually estimated to cost less than 
the same plan on the ground, but the 
final costs were not separated for 
comparison 
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In the multi-family units there is no “back door;” stairways run directly 


through to a balcony on the garden side, with apartment entrances on 
either side of the stairs. Experimental houses proved the merit of Wur- 
ster’s railing design; there are no cross pieces for children to climb. 
Balconies are wide enough for a couch 


BALCONY 
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GENERAL 


At present the Community Building combines 
OFFICE 


; 

ii management and maintenance facilities, though 
| space is reserved in the site plan for a separate 
if building later. The kitchen, placed to vord the 
ie hot afternoon sun, is arranged to be use | with 
i the nursery school. A removable wail section per- 





h mits kitchen demonstrations and home economics 
lectures. Upward sliding wall panels permit open- 
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THE ROAD BACK 


TO NORMAL BUILDING 


By Abner H. Ferguson 


Commissioner, Federal Housing Administration 


Due present Congress has already taken precautionary 
steps to assure the continued operation of the FHA pro- 
gram. These have taken the form of extending FHA’s 
authority to insure loans made for the repair and mod- 
ernization of existing properties until July 1, 1947, and 
to insure mortgage loans for the purpose of financing 
the purchase of existing structures until July 1, 1946. 
The insurance of mortgage loans financing new construc- 
tion, of course, required no Congressional action since 
the statutory authority for that operation is limited only 
by the dollar amount of all mortgage insurance that may 
be written and outstanding at any one time. 

This action by Congress should give confidence to all 
those interested in the building industry that insofar as 
it is now possible the FHA stands ready to offer its 
services to the fullest extent in an efficient and speedy 
return to normal peacetime building activity. 

As far as new construction is concerned, at the present 
time there remains on the FHA books practically a half 
billion dollars of unused insurance authorization stil! 
outstanding under Title II of the National Housing Act 
—sufficient to finance the construction of at. least one 
hundred thousand homes. This unused authorization re- 
mains immediately available, and, in addition, the law 
permits the President to increase this insurance authoriza- 
tion by an additional billion dollars if and when the need 
becomes apparent. 

Also, in an effort to give further encouragement to 
builders, manufacturers of building materials and to mort- 
gage lenders, the FHA has made a survey of immediate 
postwar prospects. This indicates a probable total ex- 
penditure of some five billion dollars within the first twelve 
nonths after wartime restrictions are lifted for the con- 
struction of new houses and the repair and modernization 
f existing houses. On this basis the building industry 
will provide an average of 2,400,000 man-years of em- 

loyment during the year. 1,250,000 men will be em- 

oyed on the site and the industries allied to construc- 
ion will employ an average of 1,150,000 more off the 

struction site, or a total of 2,400,000. 

In the beginning, of course, total employment will be 

w, perhaps around 500,000 men, but as the industry 

thers momentum it is quite possible that at the peak 

activity during the year between three and four mil- 

n men will be employed. 

The larger part of this expenditure and employment 

ill without question be found in the field of repair 

d improvement of existing houses. Such work may 

ickly reach a volume of about three billion dollars 

the first year after the war. The survey made by the 
S. Chamber of Commerce showed that people have 
ins now involving over six billion dollars of repair 
tk waiting to be done when restrictions are lifted. 
ist how much of this expenditure would go into labor 





Blackstone Studios 


and how much into materials there is, of course, no way 
of estimating. On the assumption, however, that they 
would be equally divided, even the conservative estimate 
of three billion dollars spent for this purpose in the 
first twelve months would furnish direct employment to 
an average of 875,000 people. 

It is fortunate indeed that Congress extended the ex 
piration date of Title I of the National Housing Act, 
since it provides a ready medium of financing repair 
and modernization work. The situation that will be faced 
after the war will be very similar in many respects to 
that which existed in 1934 when Title I first went into 
operation. At that time, just as now, repair and moderni- 
zation work had been deferred during the years of the 
depression, industry had been almost at a standstill and 
we were looking for means to get people to work. That 
Title I, at that time, put more people to work at less 
cost and more quickly than any other expedient then 
tried, encourages us to believe that it will do so again. 
At the beginning, it will be remembered, it was know- 
ingly and admittedly a subsidy. For the past several 
years, however, a premium has been charged, so that, 
like the FHA mortgage insurance program, it is now 
practically self-supporting. Altogether we have insured 
nearly four and a half million loans amounting to over 
$1,750,000 and averaging about $400 a loan—with losses 
to date of only 1.69 per cent. The popularity of the 
program in the past, the widespread benefits derived from 
it and above all the speed with which it can be put into 
operation, are a source of confidence in the role that it 
will play in the country’s return to a prosperous peacetime 
activity. 

In our attempt to determine new construction prospects, 
the FHA sought particularly to know the amount of land, 
both with and without utilities, available to builders, 
and the number of builders ready to start immediate 
construction. We have also been looking into the question 
of the types of materials that can be quickly procured. 
Of course, there is no question but that financial in- 
stitutions have adequate funds to finance this new con- 
struction. 

Naturally, we are well aware that no absolute predic- 
tions can be made, and that no power on earth can enable 
us to foresee all the factors which will affect a return 
to peacetime activity. The most important unknown fac- 
tor, of course, is when the war will end and how it will 
end. For instance, suppose, as it is generally believed 
possible, that the war is over in Europe, but is continuing 
in the Pacific. In such case, how much wartime manu- 
facture will continue on materials and, manpower? In 
such case, also, will there be partial demobilization, and 
if so, what effect will that have upon employment and 
national income? 

As to new construction, we realize that under the most 
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favorable circumstances it will take time to restore the 
delicate balance necessary to the proper functioning of 
the home building industry and the process will be grad- 
ual at best. It would hardly be possible that home build- 
ing in large volume could be achieved overnight, since 
the sources of the industry are to be found in almost 
every other industry of the country—acquisition of land, 
production of raw material, manufacture of that mate- 
rial into specific products, transportation and assemblage 
of the various products, actual construction and final sale— 
and the tremendously important job of financing each 
and every one of the steps all along the way. And all of 
these industrial activities have been more or less com 
pletely disrupted by the war. 

There have been many estimates of postwar home 
construction running, as high as a million homes a year 
for ten years. I, myself, think that figure a bit too high, 
unless private enterprise and private capital can so or- 
ganize their joint efforts as to better their past pro 
duction performance. But whatever the figure is, what 
is often overlooked is the fact that revival of construc- 
tion will be a gradual process with large volume reached 
only after a period of years—not a million new homes 
started the day after wartime restrictions are lifted or 
probably even within twelve months. 

It should be remembered, however, that such figures 
are of estimated needs and represent an average number of 
units to be constructed over a given period of years in order 
to fill the need. On the other hand, the FHA survey 
represents the amount of new home construction that pri 
vate builders are ready to start immediately after the green 
light is given, or shortly thereafter. A preliminary sum 
ming up of these estimates shows from 350,000 to 400, 
000 dwelling units will go into construction within the 
first year of a return to peacetime economic conditions. 
These houses will be built by about 20,000 builders at a 
cost of around $2,000,000,000. 

The report shows further that a vast majority of the 
areas where the demand is expected during the first 
postwar year have ample supplies of lots with utilities 
already installed. This will greatly speed the resumption 
of normal home building activity, especially in the medium 
and upper price brackets where the initial impetus of 
housing demand is expected to be. In most cities, also, 
the inventory of developed lots is sufficient to meet a 
substantial and continuing demand for new construc- 
tion. Only one out of five cities of 50,000 or more 
population reported an adequate supply of developed lots 
to permit immediate construction without time spent in 
necessary subdivision planning and utility extensions. 

One very interesting fact brought out by the survey is 
the number of capable builders prepared to resume ac- 
tivity in the early postwar months. No area of any im- 
portance in the entire country is expected to have a 
scarcity of building organizations in spite of the fact 
that those now operating are less than a fourth of the 
20,000 to 22,000 planning to resume operations within 
the first postwar year. And, as I say, these builders will 
start the construction of about 400,000 new houses within 
the first year of normal peacetime conditions—in other 
words, an average of about 20 houses each. 

Looked at in terms of employment, on the assumption 
that the construction of a typical house furnishes the 
equivalent of one year’s full employment for one man, 
then 350,000 to 400,000 people will be put to work for 
the first postwar year. However, since expansion of con- 
struction activity is a gradual process, continually gather- 
ing momentum, by the end of the year the industry 
may very well have about 700,000 people employed— 
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and at the site construction only. By the end ot the first 
postwar year, employment, including off-the-site labor, 
may very well be provided to 1,500,000 men in home 
construction and its allied industries. 

Widespread employment is the key to the nation’s 
economic well-being, and if these goals can be reached the 
industry can take a justifiable pride in its attainment. 

It should not be forgotten, however, that any estimate of 
postwar employment depends primarily upon the avail- 
ability of labor and also upon the availability of mate- 
rials. Skilled labor may be particularly short, and the 
great deferred need for repair and maintenance jobs 
could easily absorb a large part of the skilled labor that 
otherwise would seek employment in the new construc- 
tion field. 

As for the materials situation, that also is a bit com- 
plicated. Some building materials do not change by 
reason of war. They simply have to fill new needs. 
Lumber, for instance, does not change, neither does 
roofing, nor siding. Copper wire remains copper wire. 
Whatever difficulty develops will be in equipment, in 
the manufactured items—in radiators, water heaters, 
ranges, refrigerators, bathtubs. In this field, I understand, 
it will take the industry from two to four months to 
reconvert their factories and resume normal production. 
[ am told that the copper situation has eased con- 
siderably and that there is plenty of wire, cable and 
pipe that can be made immediately available. 

{ am given to understand also that rather than com- 
pletely retooling for production of new and differently 
designed products, many manufacturers of household 
equipment—like the big automobile producers—plan to 
fabricate and market the last models they were produc- 
ing, in order to get into production as quickly as possible. 
Then too there is the question of rebuilding sales and dis- 
tribution systems. That in itself will be quite a job 
and will depend largely upon the availability of com 
petent men. 

As to the design of the houses to be built, I do not 
believe there will be any great revolutionary changes. 
Custom and tradition are not easily broken down, and for 
one thing I firmly believe that as far at least as the re- 
turning soldier is concerned, he has been thinking of 
the familiar cottage with its picket fence, and that is 
what he is going to want, rather than some strange new 
type of house. 

As to the price range of houses to be built after the 
war, initially the demand may be in the middle and 
upper-middle brackets, since the construction of such 
houses was almost the first casualty of the war, although 
in areas where no housing has been permitted during 
the war there will be undoubtedly a diversity of interest 
and building for all groups. The bulk of the demand in 
the after-the-war years, however, will be in the middle 
and lower-middle brackets. This means a continuation 
of the trend already underway for the development and 
large-scale production of lower-priced equipment. 

It is not possible at this time, of course, to determine 
what effect the technical and scientific developments in 
new materials will have on the manufacture of equipment. 
Undoubtedly some, as the building industry gets into full 
stride. Nor is it possible to determine their effect on 
the lowering of costs. At the end of the war, for in- 
stance, aluminum production will be about seven times 
@hat it was before. The development of plastics has made 
gigantic strides, as has plywood. Magnesium and syn- 
thetic rubber are fairly new materials that are being pro- 
duced in large quantity. It is hard to believe that the 

(Continued on page 118) 
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A PROBLEM OF PRESSURES IN PLANNING 


The Leslie Apartments, Forest Hills Gardens, New York 


Alfred Fellheimer and Steward Wagner, Architects and Engineers 
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Lr THixe WERE anybody still clinging to the wishful notion 
hat architectural practice deals merely with building de- 
ign, he would have had a rude awakening in bringing 
0 completion an apartment project such as this. In this 
roject the design work was only one part of a series of 
rchitects’ activities dealing with the difficulties of land 
venants, zoning restrictions, limiting interpretations of 
anning commission rulings, quirks of building code 
gulations. The design work was largely a matter of 
in and economics, because the styling was fixed almost 
tirely by an arbitrary requirement that it conform with 
- Old World vogue long ago established in the neighbor 
od. Other attempts had been made over a period of 
teen years, others had attempted to draw plans, but al 
ays their economics were wrong or some obstacle proved 
surmountable. 

Much of the difficulty came from the odd shape and the 
culiar location of the property, which combined to evoke 
irsh interpretations of various land and building restric 
ms. The site was a roughly elliptical plot left at the 
neture of five or six streets. The location was in the 
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Exterior design was dictated almost entirely by land covenants, 
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requiring conformity with neighborhood styling 


one-family section of highly restricted Forest Hills Gardens, 
Long Island. As a matter of fact, the owner had bought 
the plot back in 1924 under a sales contract which speci 
fically permitted its use for an apartment project. Forest 
Hills Gardens had been planned many years ago, for 
the Russell Sage Foundation, as a demonstration of an 
ideal apartment house development, but had then at- 
tracted buyers of individual home sites. Aside from a 
few buildings of the inn type it had no multi-family build- 
ings, and a section reserved for them never had been 
developed. The plot in question was a prominent loca- 
tion set off by strictly residential streets, a focal point of 
street views. Thus the apartment project provoked heated 
discussion. The years passed, but the taxes went on and 
on. Finally the issue reached a high court, which handed 
down a decision in favor of permitting the apartment on 
this lot. But this victory proved to be only a bridgehead 
for a long campaign yet to come. 

One series of difficulties came from city planning com- 
mission zoning regulations, combined with land restric- 
tions, which made the economic considerations impossible. 
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Economic pressures were something to 
reckon with. The owner had taken 
his beating for 18 years of taxes, which 
ran $7,500 a year. While rentals could 
be put at respectable levels, they would 
not permit a sound building within the 
limitations then in effect. The odd 
shape of the plot with all its street 
frontages limited the land coverage un 
der zoning regulations to 27 per cent 
of the ground area. The building could 
be only six stories. Outside fire escapes 
were prohibited by land covenants, 
making it necessary to use much space 
for inside fire towers. And a require 
ment of outside windows in each cor 
ridor further cut into the normal de 
velopment of spaces. All in all, the 
minimum land coverage worked out 
to be something like 33 per cent. 

__ The only solution was to get the 

7 per cent limit raised. But that started 
another series of difficu'ties. The 27 
per cent came from a strict interpreta 
tion of planning commission rulings, 
alling for setbacks from each street 
In the unusual conditions imposed by 
this plot, presumably a modification 
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Necessity for neighborhood conformity did not extend 
to the interior, as is evident in the lobby (above). Left: 
entrance to underground garage, subdued by planting 


was in order, but it would require a public hearing and 
notification of the hearing to all property owners within 
a radius of 500 feet. The owner was loath to start an 
other fuss, but it seemed unavoidable. Accordingly, the 
architects undertook to notify the surrounding owners, 
to explain the situation and to do some “selling” as to 
the contribution that the project would make to the com 
munity. They were successful in worrying it all throug! 
the commission’s hearings, but the one dissenting note 
started another cycle. 

The fire department representative objected to the cot 
centration of parked cars that could be expected in the 
streets. That one was solved only by changing the plan 
to include a garage. Here neighborhood consideration: 
again became a serious factor. The result was an under 
ground garage, built under the garden areas, and reache: 
by ramps all but hidden in the landscaping. 

Surely that was victory. But no. The borough’s buil 
ing department had never had a case of a non-fireproc 
building with inside fire towers, and refused to approv 


ee ee 





the plans. Arguments that inside towers 
represented a desirable advance did not 
prove very effective as against the cus- 
tom of outside fire escapes. It was 
therefore necessary to appeal the de 
cision of the borough department with 
the city chief. And so, finally, all 
objections had been compromised or 
overcome, and the building was built, 
18 years after the site had been pur 
chased. 

And after it was finished, the neigh 
boring property owners became en 
thusiastic about it, the owner finally 
had an income-producing property and 
the architects had the satisfaction of 
solving another “insoluble problem.” 
Architecture is a study in “making 
friends and influencing people” as well 
as making plans and supervising con 
struction. 


Odd roof spaces utilized for sun decks and for sheltered recreational areas. Below: a typical living room 
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The area above the underground 
garage was developed for formal gar- 
dens, though the formality was sac- 
rificed to the war effort, as the floor 
gardens became tenants’ vegetable 
plots. The massive posts in the wall 
are actually vents for the garage 


The city fire department made one of 
the final objections to the project on 
the ground that it would produce a 
dangerous concentration of automo- 


biles in streets already difficult for 
traffic. The answer was a parking 


garage, hidden under ground 
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HOTEL 





LAUNDRIES 


FLOOR PLAN 


Here is a proposed laundry plan for the 
Wenonah Hotel, Bay City, Mich., remodeling, 
by Francis Keally, architect (see page 53). 
Generous in overall space, it has room for 
storage of both incoming and outgoing linen, 


Below is an actual plan for a hotel laundry, 
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TIME-SAVER 


STANDAR 





JANUARY, 1944 


NCOMING 
WASHERS SOILED STORAGE | 





WOMEN 


also for toilet rooms and an office. Equipment 
layout is normal for the small hotel without 
much guest laundry; some additional items 
would be needed for that. Equipment by 
American Laundry Machinery Co. 


mal average of 8 sq. ft. per hotel room, the 


for the Hotel Roanoke, Roanoke, Va., George 
B. Post & Sons, architects. This hotel is ap- 
proximately twice the size of the Wenonah. 
The plan above has something over the nor- 


one below showing somewhat less. Difference 
is in laundry storage space, which could not 
be provided in the lower plan. Equipment by 
U. S..Hoffman Machinery Corp. 
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HOTEL LAUNDRIES 


Data from U. S. Hoffman Machinery Corp. 





TIME-SAVER 
STANDARDS 
JANUARY, 1944 










These data on laundry loads and requirements are for 
typical commercial hotels of small to medium size. LINEN LAUNDRY DATA FOR HOTELS 
reed that reason they do not include any provisions Weight Total Ib 
or guest laundry. Larger hotels offering that service . : 1 
would have somewhat higher laundry aie per room. mene Sree oy ey each. 5. per ae 
Larger hotels would also have higher volumes of laun- Sheets = = 
dry from dining rooms, due to convention facilities, oo 
speeial dining rooms and bars. Such extra load might Bath Towels 
add up to 15 per cent. Bath Mats 

Different types of hotels might also have special Shower Curtains 
laundry requirements. An exceptionally high-rate Spreads 
hotel, for example, would undoubtedly show higher 
requirements for towels. And apartment hotels might 


be expected to depart from the normal in dining room 
service. 












Coffee Shop and Dining 
Room—Per Table 








Table Cloths 
Table Tops 
Napkins 







EQUIPMENT LIST FOR TYPICAL HOTEL LAUNDRIES Waitresses’ Uniforms 
100 Rooms 200 Rooms 300 Rooms Maids’ Uniforms 
‘noses ates eee Glass Towels 
Washers 1 44x64 44x84’ 2 44°72” 


1 
1 36”x54” 
Extractors 1 30” 2 30” 






Coffee shops and dining room will average one 

Tumblers 1 36”x42” 1 42”x60” ” table for each four rooms. Thus these rooms will 
Flatwork add 1.59 lb. of laundry per hotel room. The rule- 
lroner 2-roll-120” 1 4-roll-110” 1 6-rofl-110” of-thumb for weight of laundry per room, then, 
Presses _—_ 151” manual 2 51” air is 9.59 lb. per day. Equipment for laundries is 
lroning usually based on laundry operation on a 54-day 
Boards with iron with iron T with iron week, or 44 hours. Therefore the daily load on 
Starch the laundry itself would be somewhat higher. 
Cooker 15-gal. 15-gal., 1 25-gal. For example, for a 100-room hotel: 9.59 x 100 x 
Soap Tank 30-gal. 60-gal. 1 60-gal. 7 equals 6713 1b. per week; then divided by 5% 
Laundry equals 1220 lb. per day. Note: these figures do 


Tray 2-Compt. 2-Compt. 1 2-Compt. not include any allowance for guest laundry, as 
Air many smaller hotels do not handle it in the 


Compressor oni a. 1 2%"x3%” hotel laundry. 











































AVERAGE LOAD REQUIREMENTS AND SERVICE CONNECTIONS 








Capacity Steam 
Pounds Loads Motor Water Lb. per 
Per load Per hour H.P. Hot Cold Feed Return Hour Drain 
36” x 54” Washer = (6 loads 2 1” 1” 1%” — 328* 6” I 
44” x 64” Washer 225 | per 3 Zz 2” 1%” _— 547* 8” j 
44” x 72” Washer = )8 hour 4 2%" 24” 1%" — 710* 8” 
44” x 84” Washer 300 | day 4 22” 2%" 1%” — 788* 8” N 
30” Extractor 70 - 3 —- —_— — — — 2%” 4 
48” Extractor 220 2" 5 — — — — — y f 
36” x 42” Tumbler 55 2 1-fan — — 34” %4” 90 — = 
V2-cylinder rT 
42” x 60” Tumbler 80 2 2-fan — — " %” 150 _— p 
1'%4-cylinder . 
42” x 90” Tumbler 135 2 3-fan _— — WA” 280 — , 
2-cylinder re 
2 Roll lroner 120 Ib. per hour 2 ~ _— . ” 100 — te 
4 Roll lroner ee Ala ae 3 — _— 1%” 1%” 200 _— ai 
6 Roll lroner — - ™ 5 _— —_— 1” 1%” 300 _ a 
51” Press 7 Pa, a) —_— — — YQ” i 35 _ In 
Ironing Board 3 ie tite le 1000 Watts — — a — — — pe 
Starch Cooker — — — y,” — Ye" — 15 3%” ie 
Soap Tank — _— — 34” — %4” — 25 _— r 
Laundry Tray — _— — YA” Ve — _— — 1%” F] 
Air Compressor — —~ 1% — — — — _ —_ on 
Se 


*The pounds of steam per hour indicated for washers is based on using an average of 5 
gallons total water per pound of clothes laundered. 70% of the total water used is hot 
water, and since an average of one pound of steam is required to raise the temperature of 
one gallon of water from tap average 45 degrees F. to 180 degrees F. water heaters should 
be provided to furnish hot water for washers rather than heating water in the washers 
with live steam. Steam for laundry machinery should be provided at 100 pounds. c 














aw coking ahead with Asbestos 
THE MIRACLE MINERAL 
and the flight metal 





The metal of the moment is magnesium. The 
miracle mineral that has helped make this 
industry's amazing growth possible is... Asbestos. 


Millions of square feet of K&M “Century” 
Asbestos Corrugated and Flat Sheet material, 
for example, have gone into roofs and sidewalls, 
interior linings, fire resistant partitions, cover 
plates and insulators in many of the large mag- 
nesium plants from Texas to Michigan. The 
reason why these important producers turned 
to “Century” is simple—the necessities of war 
called for a material that could be rapidly 
installed, while plans for the future made 
permanence equally important. 

The fact that K&M “Century” Corrugated and 
Flat Sheets are being re-ordered, time and time 
again, for plant expansion and new construc- 


KEASBEY & MATTISON 


PENNSYLVANIA 


COMPANY, AMBLER, 











* Our Ambler plants proudly fly the Army-Navy “E" flag—an honor 
awarded K&M employees “for outstanding production of war materials." 








tion, is ample proof that their performance is 
satisfying all requirements. 


Naturally, this maintenance-free sheet material 
has been in great demand for all types of essen- 
tial wartime construction, but now that many 
of these obligations have been met, it is now 
available in greater quantity than ever before. 


Just as magnesium has helped turn the tide of 
war in the air and is ready to usher in a new 
age of flight, so are we at K&M looking ahead 
with the miracle mineral... Asbestos. From 
today’s research will come new and improved 
products, and a far broader range of service in 
the “V” years ahead. 
* * * 


Nature made asbestos 
Keasbey & Mattison, America’s asbestos pioneer, 
has made it serve mankind . . . since 1873 
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FOR BETTER BUILDING 





PLASTICS annual meeting in New York. 
“Standardized plastic structural 


Cone ema Aytemey members and panels will probably con- 


“All materials and design studies tribute heavily to improvements in 
made thus far indicate conclusively that housing, refrigeration and air condi- 
low density materials such as plastics tioning units and furniture,” Mr. 
will undoubtedly permit the achieve- Marschner also stated. “There is every 
ment of greater structural efficiency and indication that intelligent engineering 
lighter weight in future types of air- and development work will solve the 
craft,” Charles F. Marschner, manager, problems which will be encountered 
plastics division, McDonnell Aircraft in the extended application of plastic 
Corp., St. Louis, told the American So- materials in domestic and industrial 
ciety of Mechanical Engineers at their uses. In the postwar period stand- 
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. » Seventh in a series of success- | 
KITCHEN PLAN NO. I: ful mass-feeding kitchen plans. | 
+ 
This is the kitchen plan for a modern hospital of 475 beds, {| 
: 7 designed to handle 600. ' 
ft Hoe} KEEP FOR 
"a IS PJ OFF Tw HANDY 4 
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Te gomme.., lls. 
' oe lg cts Hag ; COOKING EQUIPMENT USED: ! 
nw ae - 
BP Soi Hue (a) 1 No. 959 BLODGETT 
: oe Ras WH GAS-FIRED ROAST. ! 
oes” oF ING OVEN ‘ 
ip Ss |i ; ' 
wi —— (b) 2 Broilers ' 
l | & | aon) Tt ho (c) 2 Fryers + 
\< Cal LL’ | (d) 3 Skeleton Hot-Top! 
aK o£ | | loisnwasnc Ranges ‘ 
> s oom (e) 1 Range ' 
! a at {| (f) 2 Steamers . 
2 ™  (g) 3 Stock Kettles ' 
Ne a (h) 1 No. 982 BLODGETT s 
A |= AN GAS-FIRED BAKE} 
z 5 neater _ OVEN 
(i) 1 Stock Kettle 
TES — Js 3]3] (i) 1 Confectioner’s Fur- 
FS BAKE Jo IX! ee, nace 
core ie . REF || 
J- STOVE 
H- OVEN TO STORE ROOM ¥* 


Designed by Chas. F. J. Schied, Bramhall, Deane Co. 


THE No, 959 BLODGETT ROASTING UNIT 
in this installation has two sections, one 
with two 7”-high compartments and one 
with one 12”-high compartment, each sec- berth 
tion separately heated. Twenty-eight sq. gprs 
ft. of shelf area are provided. THE No. 
982 BLODGETT BAKE OVEN is a two-section, four-deck oven, 
8-pan, 48-pie capacity. For details and specifications of 
e Blodgett Ovens, consult your equipment house or write 


The G. S. BLODGETT CO., Inc. 


53 Maple Street Burlington, Vermont 


Reprints of this series now available to architects on request. 
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ardized structural sections made trom 
high strength plastics may be used in 
buildings because of their resistance t 
corrosion, probable greater speed of as 
sembly due to light weight, and natura 
insulation properties of these materials. 
Flooring and wall panels as large as 8 
1 





by 12 ft, having excellent insulating 
properties and high strength, could now 
be made if desired.” —_ 


Wire-Insulating Materials \ 


Wire-insulating materials whose§ \ 
flame resistance is a vital asset to Allied§ | \ 
warships and tanks eventually will help§j | 
cut down the number of home fires 
due to electric wiring faults, George 
Fowles ot the B. F. Goodrich Co. told 
the 13th annual convention of the Wire 
Ass'n. held recently in Chicago. 

The exceptional “self-extinguishing’ \ 
characteristics of some of the modern 
vinyl chloride thermoplastics, Mr 
Fowles said, has been a chief factor in 
their adoption for wire and cable in 
sulation by the Navy. Some cf thes 
thermoplastics had gained wide use ir 
consumer articles before the war, M: 
Fowles pointed out, and were wel 
known to the public in such forms ag 
shower curtains, umbrella covers an 
transparent belts and suspenders. 





Test Program for 
Laminated Material 


A test program to record properti 
of laminated materials, organized an 
financed by the laminated plastics i 
dustry and to standardize specification 
and determine “best use” application 
has just been given further impetus : 
a research-test center at Johns Hopkir 
University, Baltimore, as a wartime ¢ 
velopment which is conceivably pr 
jected for possible permanent establis 
ment. 

The testing program originated whe 
laminated manufacturers united in pr 
viding facilities for the tests in t 
Johns Hopkins School of Engineer 
to facilitate obtainment of concr 
facts about laminates as applied to ' 
wartime aircraft field. 















U.S. ] 
sented 


So iety 
Edgar | 
The 
present 


FLUORESCENT FIXTURES [“"S" 
Following WPB’s recent ruling tq4teria 
from December 1, 1943 lighting equ 1 
ment manufacturers may again prod ac 
“commercial type” fluorescent light ng late 
hxtures, providing prescribed mi 
limitations are adhered to, several! 0 nginee 
panies have announced new units. ave b 


Type F N C Luminaire, designed equest. 
easy continuous strip installation. 
light-weight fluorescent luminaire \ Keey 
one-piece, double-length hood and ‘ 
full-size reflectors. Available for 
with four or six 40-watt or four | 

(Continued on page 98) 
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roper te 
zed an “ 
need Woon as an Engineering 
ihcatio 
licatio Material,” by L. J. Mark- 
"tus | es ol . 
Hopki wardt, distinguished re- 
oa search authority of the 
bly pr 
establiq{U. S. Forest Products Laboratory, was pre- 
ed whgpented at the invitation of the American 
din p ciety for Testing Materials as the 1943 
in t 
xinecrif¥edgar Marburg Lecture. 
concre ° 7 ° 
eal The purpose of this annual lecture is to 
resent outstanding developments in the 
. [extension of knowledge of engineering 
LES , 
ling aterials, 
io + ‘n continuation of Teco’s practice of mak- 
t lighv™ng latest information on timber available to 
-d  mé . ° : 
‘eral cg neers and architects, copies of this lecture 
unit. Mave been obtained and are available on 
signed equest. 
ation. 
naire V Seep posted on new timber design devel- 
d and't 
le for 
four | 
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W ood as an 
y Material 


KRWARD! 


EDGAR MARBURG 


r 
| 
! 
| 
| 
| 
1 





















LECTURE 


au MF erteo 
MATERIALS 

























BASIC TIMBER ENGINEERING DATA 


AND ENGINEERS 


opments. Use the Teco Services and Teco 

Timber Connectors and Tools. 

TIMBER ENGINEERING COMPANY 

Washington — Chicago — Minneapolis 
Portland, Oregon. 





TIMBER ENGINEERING COMPANY . 


1319 18th St., N. W., Washington 6, D. C. | 
Please send me by return mail a Free copy of “Wood As | 
An Engineering Material’. | 
PORN scary ninteinedeapliniitiiivaticitinili mammal tet. | see ae 
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FOR BETTER BUILDIN G (continuea from page 96) 





The Warrior, designed for use in 
general offices and drafting rooms. In 
dividual units are available either for 


wait Mazda F lamps. The hood is fab- 
ricated from sheet steel with all bal 
lasts, lamp holders and starter sockets 


mounted and wired as part of the ceiling mounting or as pendants. The 
channel assembly. New sliding hang- ceiling-mounting luminaire can also be 
ers permit suspension from any part used as a continuous line. 

of the hood. The moisture-resistant, The steel channel and _ pendant 
non-metallic reflectors are covered with hanger are finished light gray. Louver 


assembly, ballast shields and_ reflector 
are made of non-metallic “Fluratex” 
and are finished glossy white Flura- 
cite, a baked synthetic material of high 
reflection factor. 


a multi-coat polymerized finish which 
provides a reflection factor of 85 pez 
cent or more. Westinghouse Lighting 
Division, Edgewater Park, Cleveland, 
Ohio. 


‘MAINTAINING HEALTH STANDARDS IN THE 
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All types are wired with 110-120 
volt, 60 cycle, high power factor, tu- 
lamp ballasts, lampholders, — starter 
sockets and FS-4 starters. Curtis Light- 
ing, Inc., 6135 West 65th St., Chicago. 


The Parkway and the Crusader, 
available for direct ceiling or suspen- 
sion mounting, and the 4-Szar, available 
for suspension mounting only. 

The Crusader features a new type of 
plastic used in the side panels. The 
entire body is snapped to the chassis 
by means of spring clips and requires 
but a few seconds to install or remove 

The louvers of the 4-Star can be 
hinged from either side for access to 
lamps and starters. Said to be ideal 
for office lighting where an indirect 
component is desired for ceiling illu 
mination. Day-Brite Lighting, Inc., 
5411 Bulwer Ave., St. Louis, Mo. 





The Aristolite and the Futurliter, for 
use in offices, drafting-rooms and other 
commercial areas. 

The Aristolite is a glass-diffusing lu- 
minaire, available in sizes for two, three 
and four 40-watt lamps. The special 
lens-design glass utilized is said to 
“break-up” the rays to satisfactory 
brightness levels, yet to have high trans. 
mission qualities. The steel housing § 
totally encloses all accessories and wir 
ing. 

The Futurliter is an eggcrate lamp 
shielding luminaire featuring low 
maintenance cost. It can be mounted | 
singly, or end-to-end in continuous 
runs for 50 to 75 foot-candle installa- 
tions. Each 48-in. unit can be had 
for use with either two or three 40- E 
watt lamps. 

Both units are designed for either 
close-ceiling or ceiling-suspensions. The 
Edwin F. Guth Co., 2615 Washington 
Ave., St. Louis, Mo. 





EFFECTIVE INSULATION 
Approximately 70,000 sq. ft. of Fiber 
glas will insulate the huge altitude wind 
tunnel for research on aircraft engines 
now being built at the Cleveland Air 
port by the National Advisory Commit 
tee for Aeronautics. The insulation, 
the form of metal-mesh blankets 2% in 
thick, is placed between an inner ste¢ 
shell ranging from ¥% to 15/16 in. i 
thickness, and the outer skin of th 
tunnel consisting of % in. thick welde 
steel plates. The Fiberglas was man 
factured by Owens-Corning Fibergl 
Corp. and supplied through Crane 















SLIDE RULES 
Three new slide rules—one for 
professional draftsman, one for the 
prentice draftsman or student, and 0 
a handy 5-in. pocket rule—are avails 
now, it has been announced. 
(Continued on page 100) 


Ye" 


be 
Ss to 
dea 
irect 
illu 


Inc., 


OR: oh COLTS 


- tor % 
ther 


g lu j 


three 
yecial 


using 
1 wir @ 


lamp 

low 
unted 
nuous 
stalla- 


had] 
ec 40- ; 


either 
s. The 


ington 


Fiber 
e wind 
ngines 
d A 
ommit 
tion, 10 
2 in 
er ste 
> In. ! 
of th 
welde 
; man 
ibergl 
ane C 


BEAUTY 
STRENGTH 
ECONOMY 

COLOR 


ae 
ARKETEX 


ae 


i - ; hone J én T ~ 
Noe Aes te ee o 


UILD faster and better . . . eliminate the expense of periodic 
re-finishing or painting. Specify AR-KE-TEX Ceramic 
Glazed Structural Tile — wall and finish a//-in-one. AR-KE-TEX 
dozen colors are everlasting . . . its glazed, impenetrable surface 
impery ious to the effects of moisture, acids, alkalis, oils or grease 
. its adaptability unlimited . . . and AR-KE-TEX actually pro- 
vides insulation against pass: age of heat and sound. All of these 
structural advantages are available today. Our new Circular 
Continuous Kiln is producing the finest AR-KE-TEX Ceramic 
Glazed Structural Tile in history — and in two-thirds the former 
time! That’s why definite shipping promises can be furnished 
within 24 hours after receipt of your inquiry. 


CIETY 
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FOR BETTER BU ILDIN G (continued from page 98) 





All three rules contain the scales A, 
B, C, D, CI, K, S, L and T. With 
the exception of the apprentice rule 
they are celluloid faced. The apprentice 
rule has a painted face. 

These rules have been produced as 
an emergency measure. They are said 
to be well constructed, accurate, and 
come equipped with a case and instruc- 
tion sheet on the complete operation of 
the slide rule. Frederick Post Co., 
Box 803, Chicago 90. 





AIR BLASTER 

After the first of the year a new fan 
unit called the Air Blaster will be on 
the market. Said to deliver a large 
volume of air in a straight line to the 
spot where it is needed, and to reach 
more effectively into out-of-the-way 
corners and dead air spaces, the unit 
consists of a heavy gauge welded steel 
housing, mounted on an adjustable 
pedestal which may be tilted 60° up or 
down. It is driven by a direct con- 


Sea-going hotels—land-locked carriers? Not as fantastic as it seems. But let’s leave 
that for the seers, sages and sorcerers whose job it is to compound the proper 
formula and popular panaceas designed to beget post-war prosperity. Our job's 
giving a guy (and his products) a lift—and figuring new ways to do the job 


better and faster. 


For example, take the aircraft carrier. The Navy needed special elevators to 
lift planes from the ship’s belly to the flight deck—fast. They had to be large— 
carry a tremendous load—and line up flush with the flight deck. 


We made them! 


Similarly, men concerned with post-war plans for hotels, hospitals, schools, 
factories, airports and the like, are or will be confronted with problems of proper 


vertical transportation. If you’re one of these men. . . 


if your lifting and hoisting 


problems seem insurmountable—/et us know about them. 
Our engineers will be happy to help work out the solution and show you how 
Sedgwick specialized equipment provides safer, surer, more economical lifting 


and hoisting. 


“MEN WHO KNOW ARE SOLD ON SEDGWICK” 


edgwick MACHINE WORKS, INc. 


142 WEST 15th STREET 


NEW YORK 11, N.Y. 


Since 1893 designers and manufacturers of specialized lifting equipment 


ELEVATORS - ROTO LIFTS 
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nected, ball bearing moor. It is 
planned for use in steel milis, foun 
dries, shipholds and forge rooms, meat 
packing and cold storage plants, freez 
ers and dairies, etc., and for cooling 
condensers, ammonia compressors and 
transformers. Chelsea Fan & Blower 
Co., Inc., 1206 Grove St., Irvington, 
N. J. 




















Detail of 


pipe bus 


the 


connection at 


welded wrought iron 


Bonnervill 





WROUGHT IRON BUSES 

The first recorded installation ¢ 
wrought iron electrical buses has bees 
announced by engineers of the Bonne 
ville Power Administration. 

According to J. A. Gerber, assistam 
engineer at Bonneville, the wroug 
iron is a capable substitute for wa’ 
scarce copper and aluminum, but 
need not be classified as an “ersatz 
material as “there are many points | 














7 his rece! 


favor of using it for permanent buses {Perkins \ 
The buses were finished by first 
: Sata : the patter 
moving the protective asphalt varnis 
from the pipe and by cleaning it wijprinciples 
an abrasive, then applying a coat @feature of 
synthetic red lead and two coats 
aluminum paint. B Eye con 
I Tous > 
GLASS SINK oes 
Developed by William H. Ham, Daylight i 
the Bridgeport Housing Co., in coopfiidirected t 
ation with the Libbey-Owens-Fo 
. ~ : lark orne 
Glass Co. for use in a large apartme 
housing development in _ Bridgepé Supplem 


Conn., a new type of sink of Vitro. .)) 
specially heat-tempered to provide ¢ 
tra strength, employs only 1% |b 
critical metal exclusive of piping 
tures. It can withstand heavy blo 
and shocks, it is reported, and does 
chip. A damp cloth rubbed lightly o 
the surface eliminates stains and gré 
from the non-porous and non-absori 
surface. The sink is being produ 


in black and a wide range of past 
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DAYLIGHT ENGINEERING 


IN THE MODERN SCHOOL 


This recently completed midwestern school, designed by 
Perkins, Wheeler & Will, noted Chicago architects, sets 


the pattern for educational institutions of the future. The 


principles of Daylight Engineering are a paramount 
leature of its design. 
Lye comfort for pupils is substantially stepped up 


through carefully planned utilization of natural light. 
Daylight is evenly distributed throughout the classrooms, 
lirected to walls and ceilings in a way that eliminates 
lark corners and eye-fatiguing shadows. 

Supplementing the large window areas, on the opposite 


vall are clerestory windows scientifically designed to 
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LIBBEY°-OWENS:*FORD 


A GREAT NAME 


capture and distribute added daylight. 

In homes and offices, as well as schools, Daylight 
Engineering opens up entirely new opportunities to make 
interiors brighter, cheerful and more spacious in appear- 
ance. Here is one modern building feature that every 
home, large or small, can enjoy, for it costs no more to 
design and build with glass. 

Many kinds of high quality Libbey-Owens-Ford Glass 
for windows, and Blue Ridge Glass for partitions are 
available for every Daylight Engineering need. Libbey: 
Owens‘Ford Glass Company, 1014 Nicholas Building, 
Toledo 3, Ohio. 
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THE RECORD REPORTS (Continued from page 10) 





it is more likely to be honored in prac- 
tice than by formal order. 

WPB has published a series of ques- 
tions and answers on Order L-41 deal- 
ing with dozens of marginal cases 
which actually came up. 


+ a a 
COOPERATION IN HOUSING 
Effective preparations for a postwar 
housing program that will achieve and 
maintain a production rate of a million 
or more new houses a year will re- 


) 


Dunham Gives Winter Protection to Workers 


quire close cooperation between indus- 
try and government in the housing 
field as well as early decisions by com- 
munities on how much and what kind 
of housing they will need, John B. 
Blandford, Jr., Administrator of the 
NHA has declared. 

While a big war housing job is still 
to be done, Mr. Blandford said, indus 
try, communities and the federal gov- 
ernment must begin now to develop 
concrete plans and programs for the 
peacetime period if postwar housing is 





Ever hear of “arbitrary weather”? It’s the kind of weather which protects 
workers on American production lines. It’s inside weather arbitrarily governed 
by Dunham Differential Heating to maintain comfortable, healthful working 
quarters. Temperatures and volume of steam admitted to the radiation are 
automatically varied to meet changing outside weather conditions. 


And, not only does this “arbitrary weather” (balanced heating) protect the 
worker, but it helps him both in the quality and quantity of his output. Today, 
Dunham equipment plays its part in protecting millions of men and women 
working side by side in Government buildings, ordnance plants, cantonments, 
airplane hangars, hospitals and factories, and in giving warmth to men at sea. 
Dunham has built heating equipment to meet the nation’s war-years’ require- 
ments. This same sound heating principle now conserving fuel in war plants 
will be available in buildings and ships heated by Dunham after the war. 


Dunham differential Heating stretches the heat values 
of steam and advances fuel economies far beyond ordi- 


nary concepts. For details write to our Chicago office. 


Cc. A. DUNHAM COMPANY 


4SQ0 E. OHIO ST. >; 


TORONTO, CAN, 
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CHICAGO 


LONDON, ENG. 











to be the huge outlet for jobs, materials 
and investments that seems to be gen- 
erally expected. 


PUBLIC POLICY ON 
CONSTRUCTION 

Early action by Congress on a policy 
respecting the position of the construc- 
tion industry and public works in the 
postwar program was urged by Eric 
A. Johnston, president of the U. S. 
Chamber of Commerce, speaking be 
fore the House Committee on Public 
Buildings and Grounds last month. 

Mr. Johnston favors adoption of a 
policy making clear to the country the 
following principles: 

“1. That Congress looks to the con 
struction industry to eliminate its own 
peaks and valleys so far as possible and 
in that way to make its own contri 
bution to providing useful employ 
ment, and does not expect that indus 
try to stabilize our own economy. 

“2. That Congress expects the city 
county and state governments to fi 
nance their own ordinary local public 
works, such as water systems, street 
improvements, educational buildings 
and recreational facilities. 

“3. That the federal government wil! 
correlate its own proper public works 
expenditures through a suitable agency, 
in order that there may be certainty 
ir. regard to what the federal govern 
ment is going to do, and eliminatios 
vt wasteful expenditures. 

“4. That the federal government's 
public works will be undertaken 
through the contract method of pub 
lic construction. 

“5. That the federal government will 
not undertake any activities in the 
field of housing which will compete 
with private builders or interfere with 
the community’s responsibility for the 
enforcement of minimum housing 
standards and the relief of needy 
families.” 


PLAN NOW OR ELSE... 


Many thousands of families hoping 
to acquire new homes immediately 
after the war face prolonged delay and 
disappointment unless they complete 
soon arrangements for starting con- 
struction at the first opportunity, ac 
cording to a statement by Russell Cre: 
viston, general postwar chairman of 
the Producers’ Council. 

As soon as wartime restrictions on 


residential construction are removed, | 


builders, architects, contractors and ma 
terial and equipment dealers will be 
swamped by the pent-up demand for 
construction of all types, with the re 
sult that many prospective buyers of 
new houses will be forced to wait 2 
year or more before their hopes can 
be realized, Mr. Creviston said. 
(Continued on page 104) 
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Whether for the swimming pool of the 
metropolitan hotel or of the resort hotel, 
architects have specified Wallace & 
Tiernan Chlorinators for sterilization of 
the water. They provide absolute health 
protection, shielding countless bathers 
—many of whom are men in the service 
—from the danger of water-borne infec- 
tion. W & T Chlorinators are accurate, 
and efficient, and give years of depend- 
able service at minimum maintenance 
expense. 


War production has rightly set up priori- 


0m 
“ . " 


= 


‘ad 


ties which make new W & T Chlorinators 
unavailable for hotels for the duration. 
But meantime the Wallace & Tiernan 
organization is keeping present installa- 
tions in top working condition, thereby 
insuring safety for swimmers. 


Many architects and engineers are taking 
advantage of this nation-wide service. 
Ask us about it, also for the Wallace & 
Tiernan Swimming Pool Technical Publi- 
cations which review water treatment for 
all types of pools. 


WALLACE & TIERNAN 


COMPANY, INC. 


Manufacturers of Chiorine and Ammonia Control Apparatus 


NEWARK 1, NEW JERSEY 


Represented in Principal Cities 
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THE RECORD REPORTS (Continued from page 102) 


PUBLIC SAFETY LAW 
EXPLAINED 
At the December meeting of the 
Boston Society of Architects the new 
Massachusetts public safety law, in 
effect since September 10, was ex 
plained and discussed by George C. 
Parsons, Chief of Division of Inspec 
tion, representing the Public Safety 


the Boston Society recalled in intro 
ducing the speakers, that following the 
Cocoanut Grove tragedy last year the 
Society had passed a resolution calling 
upon the Governor to do something to 
assure public safety in Massachusetts. 
The new law was passed as a result of 
this and other demands. 

The law covers the following points, 


Commissioner, and Harry 
Supervisor of Plans for the 
mission. 


President William Roger Greeley of 


CROSS-SECTION OF UNIT 


As shown by arrows, mixed and diffused 
air is discharged in a slightly downward 
direction. VENTURI-FLO units are made 
in a wide variety of sizes, capacities, and 
finishes, for various types of service. 
Selection of the proper unit is based on 
comprehensive data, and _ satisfactory 
performance is guaranteed, 


ENGINEERED 
OVERHERD RIF DIFFUSERS 


rrr 


Atkinson, 
Com- 


as reported in the minutes of the Bos 
ton meeting: 

“1. The City of Boston now comes 
under the jurisdiction of the State De 


enluri- 
AIR DIFFUSERS 


FOR BETTER AIR DISTRIBUTION 


SPECIFY 


HE internal construction of VENTURI-FLO 

Overhead Air Diffusers makes use of the 
Venturi principle to obtain a suction effect 
which mixes room air with the supply air. A 
properly mixed and thoroughly diffused flow 
of air is discharged uniformly around the 
periphery in all directions. There is a mini- 
mum pressure drop and an extremely low noise 
level. They are adaptable to all air supply 
systems employing overhead outlets, and have 
an unobtrusive, pleasing appearance. For 
complete information, see our catalog of 
Grilles, Registers, and Air Diffusers. 


BARBER-COLMAN COMPANY 


1232 ROCK STREET - 


ROCKFORD, ILLINOIS 


partment of Public Safety for the first 
time as far as places of public assembly 
are concerned. State and City laws did 
not coincide before and licensing of 
theatres is now the duty of the Com 
missioner instead of the mayor of Bos 
ton. Plans have to be approved by 
the State Commissioner before going 
to the City Building Department and 
Mr. Atkinson is requiring that these 
plans be submitted by architects. 

“2. The State Commissioner has 
jurisdiction but the municipality or 
town must inspect and see that the 
State Law is obeyed. Every community, 
however small, must appoint someone 
to be responsible for this duty: a 
building inspector, a fire chief or per 
haps a selectman. If it fails, the Com 
missioner will act. 

“3. There is set up within the De 
partment of Public Safety a ‘Board of 
Standards and Appeals.’ This Board 
can change standards of materials as 
time goes on and more is learned about 
such materials as plastics, alloys, etc 
The Board also promulgates regulations 
within the general law and receives 
appeals. 

“4. The law covers every kind of 
building where the public assemble 
and this now for the first time is con 
strued to mean restaurants serving 50 
or more persons and places where 
liquor is consumed on the premises 
Mr. Parsons said that this meant that 
nearly. every building type except 
single and two-family houses came un 
der the law. 

“5. The new law does not recognize 
fire limits in a city. A wood building 
could be built in the center of a city 
if it had enough land around it. It is 
planned to encourage sprinkler sys 
tems by allowing more leniency in con 
struction when they are installed. 

“6. Existing buildings are required 
to be made safe. 

“7. Revolving doors will be prohib 
ited in places of public assembly after 
July 1, 1945. 

“8. The State Legislature has a Re 
cess Committee studying further 
changes in law.” 


WPB RELEASES COPPER 


The War Production Board has re 
leased approximately 3,000,000 Ib. of 
fabricated copper and copper base alloy 
parts for use in the manufacture of 
builders’ finishing hardware, cabinet 
locks and padlocks. Action is taken 
through issuance of an amended ver 
sion of Schedule I of Order L-236 
(Hardware Simplification), which per 
mits the use of such fabricated parts a 
were held in inventory on Novembet 
30, 1943 (date of issue). 

Such parts, however, may be useé 
only for items conforming to the sim 

(Continued on page 106) 
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plified practices established by the 


Schedule. 


CONSTRUCTION OUTLOOK 


A sharp upturn in all branches of 
private construction during the last 
six months of 1944 is the Producers’ 
Council prediction if an armistice with 
Germany should be arranged by July 
1. This conclusion is based on a fore- 
cast prepared by the Council’s Market 
Analysis Committee. 

In the event, however, that the war 
in Europe continues past the middle 


construction — residential, industrial, 
public utility, and farm—for the whole 
of 1944 is expected to fall to about one 
billion dollars, a decrease of 38 per cent 
from the total of $1.6 billion estimated 
for 1943, according to this forecast. 


AIA HAS NEW PUBLICATION 


The Board of Directors of the Amer- 
ican Institute of Architects, meeting 
last month in Memphis, discontinued 
The Octagon and authorized publica- 
tion of a more conprehensive Journal 
of the American Institute of Architects 





of the year, the volume of new private —_ as The Institute’s official organ. 





Let’s Put Those 
IMPROVEMENT PLANS 
for 
HOTELS, RESTAURANTS 
INSTITUTIONS 
on Paper—NOW 





Right now—while your clients’ 
equipment is doing a man-size 
war job—it’s time to plan the improvements they’ll need when the 
war is over. Our engineers, backed by over 90 years of kitchen 
equipment manufacturing, food service and interior furnishings 
planning, are well qualified to help you, upon request. This way, 
plans will be ready when the equipment is available, with less risk 
of delays. So let’s start doing something about it. 


KITCHEN EQUIPMENT and UTENSILS 
REFRIGERATORS and REFRIGERATION 
CHINA s GLASS a SILVERWARE 
FURNITURE @ CARPETS @ #£ DRAPERIES @ LINENS 





NATHAN STRAUS-DUPARQUET, Inc. 
Sixth Ave., 18th-19th Sts., New York 11, N. Y. 


Sg PEL bs a's ok ae Jones, McDuffee & Stratton Corporation 





ie SS es ye Pe ees Duparquet, Inc. 
SP a ere eet ok or cl Nathan Straus-Duparquet, Inc. 
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Of pocket size, printed partly on 
antique paper, partly on coated, the 
Journal will “discuss problems of the 
architect’s practice and the wider rami- 
fications of his relationship to society 
in general.” 

The Board’s action followed prelim 
inary study of The Institute’s publica- 
tion needs by various committees over 
a period of several years. 

Henry H. Saylor has been appointed 
editor, and the Journal will be pub 
lished monthly, starting with a Janu 
ary issue. A board committee of Ed 
gar Williams (chairman), James R 
Edmunds, Jr., and Douglas Orr has 
been formed to act as advisor to the 
editor and generally to guide the des 
tinies of the journal. Editorial and 
publication offices will be at The Insti 


tute’s headquarters, The Octagon, 

Washington, D. C. 

ARCHITECTURAL 
GRADUATES 


Only 10 of 112 recent graduates in 
architecture at the University of Min 
nesota School of Architecture are en 
gaged in private architectural practice, 
a check of the School records has re 
vealed. Fourteen are employed by gov 
ernment agencies, 22 by private non 
architectural agencies, and 66 are in 
the Armed Forces. 

The record includes only those stu 
dents graduating with degrees in archi 
tecture during the nine-year period 
beginning with the fall of 1935 and 
ending with the fall of 1943. No in 
formation was obtainable on 31 of 
those graduates. 

Almost all of those in service are 
commissioned officers, Professor Roy 
Jones, head of the School points out, 
and a large proportion of those in ser‘ 
ice are in engineering or other techni 
cal branches. 


EDISON MEDAL AWARDED 


Vannevar Bush, president of the 
Carnegie Institution of Washington, 
and Director of the Office of Scientifi 
Research and Development of th 
Office of Emergency Management 
Washington, D. C., has been awardeé 
the 1943 Edison Medal of the Amer 
can Institute of Electrical Engineer 

The Edison Medal was founded by 
associates and friends of Thomas A 
Edison, and is awarded annually { 
“meritorious achievement in electric 
science, electrical engineering, or th 
electrical arts.” This year’s award go 
to Dr. Bush “for his contribution to th 
advancement of electrical engineering 
particularly through the developines 
of new applications of mathematics ' 
engineering problems, and for fi 
eminent service to the Nation in gu 
ing the war research program.” 

(Continued on page 108) 
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Bathroom 
Fixtures 


for Post War Use 


DARKER 


108 


Parker is ready, the minute war 
restrictions are removed, to start 
manufacturing bathroom fix- 
tures again. No time will be 
lost in getting into production, 
for the tools are available and 
the styles and designs have al- 
ready been selected. 


You, who are planning for the 
“Hotels of Tomorrow,” have 
available to you now, complete 
and specific information about 
Parker’s Fixture production 
plans for the immediate post 
war era. Architects may go 
ahead with their blue prints and 
specifications with the assurance 
that bathroom fixtures will be 
ready when they need them. 


Consult Sweets Architectural 
File for our new catalog of 
“Bathroom Fixtures For Im- 
mediate Post War Use” or write 
direct to: The Charles Parker 
Company, Meriden, Conn. 
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medal will be presented on January 26 
in a general session of the winter tech- 
nical meeting of the Institute. 


HOSPITAL COMPETITION 


Preliminary announcement has been 
made of a design competition for a 
320-bed tuberculosis sanatorium for 
Ireland. Competition conditions may 
be had on application to City Man- 
ager and Town Clerk, Corp. of Dub- 
lin, Public Health Dept., Municipal 
Bldgs., Dublin. Required deposit £3 
3s.; deadline March 13. 


OREM eS On RECS 
J. H. FREEDLANDER 


With the death late in November of 
Joseph H. Freedlander, New York has 
lost one of its best known public build- 
ings architects. 

Architect for the Georgian Colonial- 
styled Museum of the City of New 
York, on Fifth Avenue between 103rd 
and 104th Streets, Mr. Freedlander won 
architectural competitions in many 


parts of the country. Among his prize- | 
winning designs were those for the | 


Perry Memorial at Put-In-Bay on Lake 
Erie, Ohio, and the Portland, Oregon, 
Auditorium. 

Among his other designs were the 
$8,000,000 Bronx County Courthouse 
in New York, the Bronx County jail, 
the buildings of the Saratoga Spa, and 
New York’s Fifth Ave. traffic towers. 


HAROLD KINGSLEY 
FERGUSON 
The death on December 9 of Harold 
Kingsley Ferguson, founder and presi- 
dent of the H. K. Ferguson Co. of 
Cleveland, brought to a close a long 
and brilliant career in the field of 
industrial building. He was the propo- 


| nent of two main theories in building: 


first, the standard factory principle, 
which provided for building plants 
from stock plans with prefabricated 
structural steel; and second, the as- 
sembling of an organization which 
could complete an industrial plant— 


| designing, building and equipment— 


without sub-contracts. His factory 
principle was instrumental in breaking 
the bottlenecks of the first World War. 

A graduate of Ohio Wesleyan Uni- 
versity, Mr. Ferguson founded his own 
company in 1918. Among his subse- 
quent regular “customers” were Gen- 
eral Foods, Firestone Tire and Rubber, 
Procter & Gamble, Union Carbide & 
Carbon Co., H. J. Heinz Foods. The 
company built a synthetic rubber plant 
in 20 weeks shortly after the beginning 
of the present war —a proud record. 


How you can get 
more heat / 


with less fuel 


In normal times fuel conservation 
is figured in dollars saved. But not 
so now. Thisis war... Today 
Uncle Sam allots to building owners 
in rationed areas a certain amount 
of fuel—and it’s up to him to get 
alongas best hecan within that ration. 
Seven out of ten large buildings in 
America (many less than ten years 
old) can get up to 33 per cent more 
heat out of the fuel consumed! 
We didn’t pick that figure out of 
the air. We’ve got the facts to back 
it. Webster Engineers surveyed 
thousands of buildings to give 
owners an accurate estimate of the 
extra-heat-per-unit-of-fuel to be 
achieved with a Webster Heating 
Modernization Program. 

Take the first step now toward get 
ing more heat out of your fuelf 
ration next winter. Write today for} 
“Performance Facts,” a free booklet 
containing case studies of 268 mod: 
ern steam heating installations— 
“before-and-after” facts as told by 
the building owners themselves 
WARREN WEBSTER & CO., Camden, N 


Pioneers of the Vacuum System of Steam Heating 
Representatives in principal Cities : : Ese, 188 





































Shown above is the small Control Ca? 
net ofa Webster EH-10 Moderator System 
central heat control of the pulsating flo 
type. It can be used to automatical 
operate a motorized valve in steam maif§ 
or directly control burner or stoker ¢ 
your boiler. 
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INSULUX GLASS BLOCK 
will give post-war schools the 


advantages of Cv/tedad Daylighiiig 
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INSULUX Glass Block panels provide ideal 
light-transmitting areas for schools. Architects 
who specify INSULUX Light-Directional Glass 
Block can control the amount and distribution 
of natural light entering classrooms, libraries, 
halls, stairways, cafeterias. 


Glass Block panels can be used in various 
combinations with windows for ventilation 
and vision, as shown in the three small photographs. Probably 
the most ideal combination is the one with windows below 
the panels. Light-Directional Glass Block in the panels above 
the windows direct the major portion of the light for all sun 
angles upward to the ceiling, which reflects this light down- 
ward, deep into the room. 

Walls of INSULUX Glass Block not only flood interiors with 
natural daylight, but provide insulation which reduces heating 
costs. INSULUX is easy to clean... highly resistant to damage 
... fireproof. 




















trol Cab 
or Syste 
sating fle 
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2am mal 
- stoker ¢ 


For technical data, specifications, and installation details, 
see our section in Sweet’s Architectural Catalog, or write: 
INSULUX Products Division, Dept. 110, Owens-Illinois Glass 
Company, Toledo, Ohio. 
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OWENS-ILLINOIS 


Wood sash can be replaced with metal after the war. G L A s Ss a L oO Cc K 
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GRADUAL 
aR 


has been an out- 
standing feature of 
Powers regulation 
since 1891. With this 
type of control, 
valves or dampers 
are opened or 
closed gradually, 


which results in ex- 


LEAL TG 


ceedingly close 
regulation and the 
maximum of com- 
fort obtainable with 
automatic control. 
@ THE POWERS REGU- 
LATORCO., 2752 Green- 
view Ave., Chicago— 231 


E. 46th St., New York. 
Offices in 47 Cities. ., 


WRITE FOR 
BULLETIN NO. 200 


TEMPERATURE 
Far 
: HUMIDITY CONTROL 


OUR TOAST TO YOU FOR 1944 Is 
“BETTER BUILDING FOR A BETTER FUTURE!” 


Abesto Cold Process roof construction is an im- 
portant part of the blueprints for tomorrow’s 
building. 


Our exclusive base formulae offer the designers of roofs 
a material for built-up construction that assures close 
bonding of laminations because it is extremely adhesive 
—assures complete freedom from cracking or checking 
because it has the quality of “cured elasticity” and as- 
sures a long term service because it is highly resistant 
to oxidation. 


Abesto is applied cold thus eliminating expensive heat- 
ing equipment and the danger of coked felts. 
time and labor costs. 


SPECIFY A BETTER ROOF AT A LOWER COST! 


It saves 


ABESTO MANUFACTURING CO. 


Michigan City, Indiana, U. S. A. 
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-PRIVATE PRACTICE CHALLENGED 


By Charles C, Platt, Chairman 
Committee on Legislation, 
Vew York Chapter, A, I. A. 


‘Kan ENDEAVOR, here in the New York sector, of Civ:! 
Service groups to eliminate the private 
engineer from the planning of public works goes on apace 


We meet it each year in Albany in the shape of bills ing 


the State Legislature—and each year these bills are de 
feated. 

Here in New York City this hostile activity has re 
cently quickened its pace and increased its volume due 
largely to the huge appropriation the city has made for 
architectural and engineering services in order to have 
plans for postwar construction prepared and ready to meet 
the employment emergency. This total appropriation for 
professional services aggregates more than $22,000,000 anc 
the postwar construction program exceeds $700,000,00( 
This has created a contest between the professions and the 
Civil Service as to what share each should receive of thi: 
work: and the Civil Service interests have attacked the 
award of any of this public work to the private pracu 
tioner in three different ways—two by litigation and one 


by attempted legislation. 


The first attack came early in the spring in the shape 
of a suit instituted in the name of one Hardecker, 

Civil Service employee, and others, including the Federa 
tion of Associations of Employees of the Board of Educa 
tion, vs. the Board of Education. This involved schoo 
buildings only; and the professions intervened in_ the 
capacity of “amicus curiae,” or “friend of the court,’ 
order to add their weight to the defense the city was set 
ting up. The suit was instituted under the State Educ: 
tion Law, which reads to the effect that the bureaus « 
the Board of Education shall design all school building 
in New York City except in “special cases” in whict§ 
upon the approval of the Board of Estimate, the wor 
‘may otherwise be performed.” The case hung on th 
interpretation of “special cases” and Justice Klienfeld 
the Supreme Court, in his opinion upon the questio: 
stated: 

“It would seem that a ‘Postwar Works Program’ is 
special case in that it is something out of the ordinar 
uncommon and extraordinary. It has for its aim an ea: 
transition from a war to a peace economy immediate 
following the cessation of hostilities, and particularly t 
prompt employment of soldiers as they return from t 
far-flung and widespread battlefronts. Under such « 
cumstances the Court may not give to the words ined 
case’ a narrow construction which in effect might tend 
defeat such laudable purposes.” 

This decision was appealed to the higher courts and 0? 
lower court was sustained unanimously and without f 
ther opinion. 

Since the lower court in its decision accéntuated 
war emergency as a primary basis of its findings, no bro 
definition was laid down as to just what “special case 
would mean in the light of normal times. In that respe 
further litigation may develop should the Board of E¢ 
cation favor the profession with future assignments af 
the present emergency is over. 


t 


The second suit was instituted by the Civil Ser 
Technical Guild vs. the Mayor and other city officials # 
was based on the broad grounds of the alleged rights 

Civil Service employees under the Constitution of the S¥ 


(Continued on page 112) 
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SPEAKMAN 


$-1150 SPEAKMAN Century Exposed Mixometer Shower. 
Size, \4 inch. Mixometer with monel metal renewable seats, 
cast lugs to bolt close against wall, and metal lever handle. 
Supplies to overbead 36 inches long. Horizontal discharge arm 
setting bead 15 inches off center. Wall-tybe Anystream Self- 
Cleaning Shower Head with side inlet. Arm extends either 
right or left. 


$-1160 SPEAKMAN Century Exposed Two-Valve Shower. 
Size, ‘s inch. Valve center with cast lugs to bolt close against 
wall. Monel metal renewable seats, swivel discs, encased wash- 
ers, monel metal washer screws and four-arm metal handles. 
Supplies to overbead 36 inches long. Horizontal discharge arm 
setting head 15 inches off center. Close fitting, flanged elbow at 
each end of arm. Anystream Self-Cleaning Shower Head with 
lockshield control set at 30° angle. Shower bead equipped with 
lockscrew to prevent malicious removal. Arm extends either 
right or left. 


o~ 
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and under the Civil Practice Act to 
preferential employment on_ public 
work as long as the Civil Service lists 
have not been exhausted. Then and 
only then, it was contended, could the 
city employ the private practitioner. 
This attack went further than the 
first in that it embraced all depart- 
ments of the city, and sought to in- 
validate contracts already awarded to 
the private offices, and to forbid any 
payments under those contracts. 





| EVERY Kind of Building NEEDS 


This case was won by the city and 
the professions in the court of first 
resort. Justice Pecora, in his opinion, 
quoted from the State Constitution as 
follows: “Appointments . . . in the 
civil service of the state, and . . . cities 

. Shall be made according to merit 
and fitness to be ascertained, so far as 
practicable, by examinations, which, so 
far as practical, shall be competitive 

He then stated that “the reasons 
for the action taken by the Board of 


—~+ 98 eee a 
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Calk 


Compound. 


frames with Pecora Calking 


Point up all exposed masonry joints 
with Pecora Calking Com- 


pound. 


Prevent heat losses, moisture seepage, 
calking 


drafts by 


needless 
with Pecora. 


Save money for the owner by cutting 
fuel costs, for fuel is critical and 


should not be wasted. 


Avoid the necessity for owners having 
to calk with Pecora after build- 


ing is occupied. 


all exposed window and door 















Today, calking is more essential than 
ever. It adds little to building costs to 
include Pecora Calking Compound in 
your specifications. It will save the owner 
money year after year. 


Write for illustrated folders giving you 
factual data about this* superior calking 
material... 


PECORA PAINT 


2nd STREET & ERIE AVENUE 
ESTABLISHED 1862 BY SMITH BOWEN. 





) MORTAR-SFAINS _ 


COMPANY, 





INC. 


PHILADELPHIA 40, PA. 
MEMBER OF PRODUCERS’ COUNCIL 





Estimate, advanced in the answering 
affidavits, are pertinent only to the 
question of whether there has been any 
arbitrary or capricious exercise of a] 
power. The contracts attacked were 
evidently entered into to meet technical 
problems which private firms were 
especially equipped to master, to a 

celerate the completion of plans, and to 
assist in preserving intact many private 
engineering and architectural organiza 

tions that would otherwise be dispersed 
to the great detriment of the city. It 

is clear from the undisputed facts that 

the power of the Board of Estimate 
was wisely exercised, and were this 

court permitted to review such dis i 
cretion it would confirm the action 

taken. There is presented, however, 

the legal issue of constitutions! infrac 
tion. 

“In approaching the problem certain 
unmistakable the road 
point to the correct solution. Since the 
organization of the City of New York 
in 1897, it has been a practice, when 
deemed advisable, to award contracts 
for private architectural and engineer- 
ing services. The difficult architectural 
and engineering problems involved in 
the construction of public improve 
ments demand the highest degree of 
specialized professional skill for ther 
solution. The city for years has search 
ed among those with experience ané 
talent to meet the requirements of de 
sign and construction called for by the 
nature of the particular improvements 


















signs ‘along 

















under consideration. This long-stan¢i porrig 
ing practice constitutes a practical con ae | 
wt . a ° . > a ive load, 
struction of the constitutional PrOViSiONNE and adjace 
dealing with civil service. Whenever point susp 
tractor: W 


the power to award such contracts ha 
been challenged, courts have approves 
the practice.” 
The court furthermore stated tha 
“the award of contracts for architec 
tural and engineering work does no 
constitute a method for making ‘a 
pointments’ in the ‘civil service’ of thé 
city. The provisions of the contract 
awarded do not create any employer 
employee relationship but a contractus 
one between an independent contracto! 
and the city. The contracts call! f 
| specific studies, plans and specifications 
The city does not control the office « 
ganizations of such firms, has nothir 
to do with the persons they empleo 
does not prescribe hours of empl 
| ment, and is not their sole client.” 
| The court concludes its opinion 
the statement that “nothing contain 
| in the Constitution of the State of Ne 
| York or in the provisions of the Ci 
Service Law, prohibits the City of Ne 
York from awarding contracts ™ 
| architectural and engineering serv 
| to private concerns in connection 
the Postwar Planning Program. TI 
(Continued on page 114) 
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PORTLAND. Steel warehouse for Woodbury & Co. The roof of this 
200’x 300’ building is supported by 35-67’ trusses, 15 lb. dead load, 40 lb. 
live load, plus 14,000 lb. concentration at center line of bottom chord 
and adjacent to each end of the truss. Concentration supports a three- 
point suspended traveling crane. Architect: Richard Sundeleaf. Con- 
tractor: Wegman & Son. 
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ontracte for 12-ton trucks and 30-ton street cars. Designed by Allegheny County, 
call fo Pennsylvania, Detailed, prefabricated by Timber Structures, Inc. 
CF ationt Erected by J. F. Casey Co., Inc. and McCrady Construction Co., 
ncatior Aspinwall, Pa. Verne Ketchum, Engineer for Timber Structures, Inc. 
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CLEVELAND. 200’ laminated trusses were designed, prefabricated and 
erected by Timber Structures, Inc. for 200’x440’ assembly plant, for 
The U.S. Engineers. Front trusses, (supporting doors and roof), were 
built to carry 450,000 lbs. Intermediate trusses built to carry 310,000 Ibs. 


ROOF TRUSSES and other items prefabricated by Timber 
Structures, Inc. embody the natural strength of wood plus 
connection strength of modern timber connectors. So 
strong, in fact, are laminated timber members, that they 
are being used in structures where previously only steel 
girders were considered practical. 

Strength is important, yet it is but-one of the features 
of Timber Structures products. Other advantages are 
ready source of materials, speed of construction, economy 
and permanence. 

This organization has rendered years of service to con- 
tractors, architects, engineers, plant management in pre- 
fabricating roof trusses for buildings of all kinds and 
sizes for every major industry. We invite inquiries as to 
work performed and as to our ability to serve you in 
timber or other structural materials. For evidence of work 
we have done please use the coupon below or write direct 
for literature. 


Use of Teco timber connectors 
utilizes full structural strength 
of lumber by spreading joint 
stress over maximum area. 


STRUCTURES, Inc. 


TIMBER Wood” 


Send Book “Engineering in 


e Ti acieameagare eens 
Name 
sa leibaecancter rn ME a. 


Type of building © 


d 
Mississippi, send to Portlan 





5 Pye . Oe st of the Mississin: sen 
= Oregerith AN Avenue, New ' 





ARCHITECTURAL RECORD e JANUARY 1944 113 





Your clients will 
expect “SP@T’” 
VENTILATION 


Air conditioning and forced draft heat- 
ing will emphasize the need for quick 
removal of odors from kitchens, game- 
rooms and bathrooms in post-war 
homes...This new combination of fan 
and blower was making history before 
the war—it will make history again after 
victory. Let us keep you posted on new 


developments in 


CloFan 


“SP@T VENTILATION” 


OR WRITE 


BUY U.S. WAR BONDS 


O/T 
PRYNE & CO., inc. 


1245 E. 33rd ST. LOS ANGELES 


TCG Seer et Sar it hi a 7 a 


SAN FRANCISCO - SEATTLE - CHICAGO - NEW FORK 


PRIVATE PRACTICE 
CHALLENGED 


(Continued from page 112) 


court turther holds that the action ot 
the city attacked herein is in line with 
sound public policy and represents a 
wise exercise of discretion.” 

Running through this opinion, as in 
the school case opinion, there is also 
reference to the war emergency and 
the decision itself expressly sustains 
these awards “in connection with the 
postwar planning program.” The text 
of the opinion, however, is based upon 
more general grounds and would seem 
to sustain such employment in normal 
times to a greater extent than does the 
opinion in the school case. In any 
event, appeals are to be expected in 
both litigations and the professions will 
continue to be represented in detense 
of their interests. 


On a third front, and as an after 
math of the two adverse decisions in 
the courts, the avenue of legislation has 
been again opened up and the old bill 
to bar the professions from the city 
work was polished up and brought out 
tor public hearing before the Com 
mittee on Civil Service Employees of 
the City Council. The wording of the 
bill is the most drastic yet composed as 
it definitely aims to nullify the favor 
able provisions of the City Charter and 
the favorable construction the courts 
have put upon it which now permits 
the employment by the city of private 
architects and engineers in a “consult 
ing capacity,’ and that was construed 
to include full services if so engaged. 
The new bill attempts to nullity both 
these advantages. 

The consensus of present opinion is 
that the bill will go back to the Com 
mittee for an indefinite stay, though 
the professions must be constantly alert 
for whatever may happen. It is certain 
that the Administration as well as 
public-minded citizens are opposed to 
any attempt to tie the hands of the city 
and deprive it of the same freedom of 
contract that is enjoyed by any suc 
cessful organization, be it governmental 
or private in character, that carries the 
responsibility of serving its constituents 
to the best of its ability and with the 
best talent available. 

Driven by these ceaseless attacks on 
the contract rights of the profession, 
the Chapter has under consideration, 
as a counter move to these measures, a 
legislative proposal of its own that aims 


| to establish once and for all what is the 
| true scope and limit of a governmental 


architectural bureau that would be fair 


| to the Civil Service, to the professions, 
and to the public at large, as well as 


compatible with the exigencies and re- 
sponsibilities of the city government. 
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Performance, not price, guides 
Horn Engineers in their instal- 
lation of hangar doors. This is 
why Horn Doors are the econ- 
omical choice, even though 
the initial cost may be higher. 
Consider the broad scope of 
Horn Service, the completeness 
of the installation, the remark- 
ably low maintenance cost... 
and remember that Horn 
Doors have set the standard 
for efficient operation, func- 
tional smoothness, and positive 
operation in hangars, labora- 
Horn 
doors do cost more... bul 
they are the least expensive. 


tories, and factories. 


Horn Engineers, located 
in all principal cities, will 
gladly supply complete 
engineering data, layouts 
and cost estimates to 
meet every particular 
requirement. 


HORN MANUFACTURING ( 


FORT DODGE, IOWA 
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SYLVANIA 


ELECTRIC PRODUCTS INC. 
Ipswich, Mass. 


INCANDESCENT LAMPS, FLUORESCENT LAMPS, FIX- 
TURFS AND ACCESSORIES, RADIO TUBES, CATHODE 
RAY TUBES, OTHER ELECTRONIC DEVICES 


ING ( 


eo) Dee 


This booklet tells you 


how to get all the fluorescent light 
you need with the new and 
improved Sylvania All-Purpose 
eT ett eerie die 
It is yours for the asking. Just fill 


in and mail the coupon below. 


SYLVANIA ELECTRIC PRODUCTS INC. 
Dept. AR-1 Ipswich, Mass. 


Please send me your new commercial fixture booklet and tell me how my client can 
qualify under WPB ruling for improved fivorescent fixtures now. | am interested in 
lighting the following types of areas: 


NAME sialic -sctennennnsieuiipgasanililipiecib 
COMPANY ______ 


I ities eetiicieertlniibictapninanion 
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5S “Y "97 
THAT DICTATE THE CHOICE 
OF H. B. SMITH BOILERS FOR 





Heating ... important to any 
building . .. is trebly vital for 
enterprises that depe nd on an 


uninterrupted 


stream of con- 


sumer traffic each business day. 


Surely 


the architect or engineer 


will be judged by the boiler that 


he 


selects 


to meet these three 


exacting conditions. 


1. 


Comfort for Customers. H. B. 
Smirnh “header type” boilers 
not only operate efficiently with 
any fuel but the possibility of a 
mid-season breakdown is mini- 
mized as each section is in fact 
an independent _ boiler which 
can be disconnected with no in- 
terruption of service should an 
accident occur. 


Comfort for Employees. A vital 
consideration as employee effi- 
ciency depe ~nds no little on com- 
fortable working conditions. 


Steam for Kitchen Use. H. B. 
Smitu boilers, being of vertical 
water tube design, show fastest 
possible response to steam re- 
quirements of kettles, bottle 
washers and other kitchen equip- 
ment. There is no slowdown or 
interruption in service where a 
SMITH Poiler supplies the steam. 


Ree 


The H. B. SMITH COMPANY, Inc., Westfield, Mass. 
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(Continued from page 30) 


change in our [construction] methods 


—a change long overdue.” 

The greater part of Mr. Kaestner’s 
article is devoted to a description of 
the prefabricated school developed by 
the E. J. Kump Co., Architects & En 
gineers, and the Standard Engineering 
Corp. of San Francisco. 

“The work done in_ prefabricated 
and manufactured construction has 
only scratched the surface of its latent 
possibilities,” Mr. Kaestner concludes. 
“The point is to design something bet 


ter now 


and to continue into the 


postwar period.” 


on 


PHYSICAL PLANNING 


Problem No. 2: What Kind of Training 
Will the Planners Need? By. Dr. E. A. 


Gutkind. The 


Architects’ Journal, Cheam, 


Surrey, Eng. (45 The Avenue), Nov. 11, 
1943. pp. 353-355. 

With definiteness and clarity, Dr. 
Gutkind here considers the trouble 


some problem of how to 


“plan the 
planners” of tomorrow. 


“We must pro 


duce a new 


type of coordinator and 


general practitioner,” he avers. 

“National planning must be restrict 
ed to those activities which are 
clearly common to all parts of the 
nation, and it must draw a clear line 
between centralized authority and cen 
tralized administration.” Else, in Dr. 
Gutkind’s opinion, we will drift into a 
totalitarian state of affairs. 

Dividing planners into three classes 
— national, and_ local — Dr. 
Gutkind discusses the peculiar qualifi 
cations required by each. The national 
planner is concerned with the 
working out of plans in detail, he says, 
but relies on the knowledge and expert 
ability of the specialists. The regional 
planner must be “region conscious” and 
must develop a regional program and 
carry it out. 


regional 


not 


The local planner must 
be able to organize the work on the 
spot and to deal with the many intri 
cacies of local government. 


PLASTICS AND THEIR PLACE 
IN POSTWAR BUILDING 


By H. H. Lusty. The Architect and 
Building News, London, E.C.4 (2 Breams 
Buildings), Nov. 12, 1943. pp. 106-108. 
Brief as this paper is, it gives a good 
digest of the whole subject of plastics, 
starting with definitions, continuing 
with a description of the physical char- 
acteristics, discussing the various types 
of plastics—moulded and sheet—and 
the application to the building indu:- 
try to date, with some consideration 
their future. The article conclué 
with a few paragraphs on the im e- 
ments made recently in the physical 
properties of plywood, its uses to date 
and its probable future developments. 





Mon somery 


tlevators 
in future buildings 


New svur_pincs now being planned 
will utilize new materials and tech 


The 


Tr ANI 


niques. And where passenger and 
freight elevators are required, new ciples « 
problems will arise. For assistance new Tr 
in solving these problems you can 
n sc £ ese I e the effe 
depend on Montgomery. For near! 
50 years Montgomery Elevators hav oils an 
been giving dependable service in trial sk. 
thousands of buildings throughout the 
country. Accurate records show that By ut 
practically no major repairs have ever pasteur 
been required. Too, original cost of : 
eur! 

Montgomery Elevators is generally urizec 
lower than that of other comparable bacteriz 
makes. If you are planning a new or > ha 
remodeling oroject,we e INVITE you to i 

& pro) izer. TI 


investigate Montgomery's E levator 
Planning Service. Details on request 


MONTGOMERY MANUFACTURES a cx 
plete line of passenger and freig 
elev ators, elec tric dumbw aiters and spec 4 


equipment for vertical transportat! 
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HOME OFFICE + Moline, Illinois 
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The machine that does for oil what Pasteur did for milk 


Tr ANE manufacturing engineers, skilled in the prin- 
ciples of heat exchange—have designed and built the 
new Trane Oil Pasteurizer. It is now possible through 
the effective cleansing and pasteurization of cutting 


oils and coolants to protect the worker from indus- 


§ trial skin diseases caused by contact with infected oils. 


By utilizing the heat from steam, this new machine 
pasteurizes oil in much the same way that milk is pas- 
teurized. The oil, laden with dirt, dust and infectious 
bacteria, is filtered and then heated to 185° by means 


of a heat exchanger incorporated in the Oil Pasteur- 


jizer. The heat is maintained at this temperature until 


pasteurization is accomplished. Then by reversing the 
heat transfer process, the oil is cooled by cold water 
and returned to the machine clean, pasteurized, and 


ready for re-use! 


The Trane Oil Pasteurizer is another product of 
The Trane Company, manufacturing engineers of heat 
exchange equipment for heating, cooling, and air han- 
dling purposes. It is another example of how Trane is 
utilizing the principles of heat exchange not only to 
heat war plants, camps, and ships, but 
to improve and speed the processes 


of war production. 


TRANE 


THE TRANE 


COMPANY 


TRANE COMPANY OF CANADA, LTD., TORONTO 


LA CROSSE, WISCONSIN 


AIR CONDITIONING -- HEAT TRANSFER--+ AIR HANDLING EQUIPMENT 
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TOPS LIKE the 
CE of SPADES 


Reproduced from a 3 


Typhonite Eldorado 
pencil drawing 


In this critical hour, only top per- 
formance will do. So the opaque 
precision of the Typhonite Eldorado 
line plays a vital role on the produc- 
tion front. It produces flawless, opaque ‘ 
lines from which blueprints of clean-cut 
perfection are made. 

The Eldorado line is so trustworthy 
because the Eldorado pencil has what 
no other drawing pencil can boast— 
Typhonite lead. Typhonite is created 
from natural graphite by an exclusive 
Dixon process. The result? A magnifi- 
cent drawing pencil in every one of its I7 
degrees. Try Typhonite Eldorado pencils. 
A BOOKLET FOR THE ENGINEERING 
MIND. For a fascinating description of the 
Typhonite Process, request this booklet on 
your business or professional stationery. 


TYPHONITE 


ELDORADO f 


Pencil Sales Department 225-J1 
JOSEPH DIXON CRUCIBLE CO. 
Jersey City 3, N. J. 


THE ROAD BACK 


(Continued from page 86) 


tremendous investment in these materials will be liqui 
dated. It is much more likely that new uses will be 
found tor them, and that they will gradually find their 
way into the construction of houses and the equipment 
that goes into them, Because of the possibility of their 
production in large quantity it is reasonable to believ 
that they will eventually materially decrease housing 
costs, 

However, that is a very long-range view, and, to get 
back to the immediate postwar problems and the speed 
with which new housing can be constructed, there are 
many items that will enter into costs. The availability 
of labor and the high wages paid to rt during war 
time, as well as the higher price level of building sup 
plies are elements that may affect costs in on immediate 
postwar period. Also the rental levels prevailing as a 
result of rent controls, should they remain in force for 
a while, may affect the construction of new houses at 
prices that cannot meet the competition in the available 
rental market of existing houses. 

Another factor to be kept in mind is the rate at which 
labor has migrated to war centers returns to former 
places of residence. How many workers will elect to 
remain in the new localities and how many will leave are 
questions which are very hard to answer now, but which 
will have a bearing on home construction after the 
war. 

Closely related to this problem and affecting the market 
also is the removal of the public housing consisting ‘ 
purely temporary structures. The law as it stands 
present directs that such structures be removed within 
two years of the close of the war, unless unusual cir- 
cumstances justify its longer use in the opinion of the 
Administrator of the National Housing Agency and if 
the community involved agrees that continued use is 
necessary. I think every one agrees that that is a de- 
sirably policy, but if we are realistic we know that all 
the present tenants cannot be turned out on the streets 
with no place to go and that some agency, either the 
private builder or the government, will have to provide 
for the more permanent housing needs of those who remain 
in the community. 

But most important in the postwar outlook for FHA 
and for the building industry is the one fact that FHA 
will be ready to assist private builders and private c apital 
in the recovery period. And private enterprise must be 
ready to resume its normal and proper functions if we 
are to recover the kind of pational economy in which we 
all believe. 

Let me recapitulate. We are ready to give assurance 
to nearly 6,000 financial institutions—banks, savings and 
loan associations, personal loan companies—eligible 
make them that we will back them on the personal Joans 
which they will make for home repairs and improve 
ments. 

We are ready to say to over 9,000 financial institutions 
now holding insured mortgages that we will insure the 
financing of existing and new homes. And for this purpose 
we have available now a half billion dollars of insurance 
authorization and an additional billion upon presidential 
approval. In other words, just as in 1934 the FHA as 
sisted the private building industry to rise from the de 
pression, we are now prepared to aid private builders © 
revive normal home building activities immediately after J 
wartime restrictions are lifted or as they are partially 


lifted. 





